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36° Years devoted to Progress in Oilheating and Airconditioning 


(Ontario ott 


eating riness¢ 


In which our northern Neighbors display 
some five-year merchandising Imagination 


Re plac ine tor Prot 


Ray Nathan makes Money, his Customers 
save Money on quality Improvements 


ruck? 
Factors determining the Selection of a 


2- or 3-axle Truck or Tractor-trailer 


; 


fraining tor Tech ins 


Pacific Coast Institutes conduct 
coordinated burner service Schools 


| utsell Gas 
Manual and sales Presentation provide 


Dealers with Help against Competition 


fesidence No. 4 will investigate 


irconditioning \pplications 








Brodimatic Printing Counters may 
be faced in any of 12 directions. 
Along with flexibility of meter 
mounting and use of extensions, 
this permits efficient, safe load- 
ing deck arrangement. 


BiRotor steel double-case con- 
struction permits line-supported 
vertical or horizontal position. 
Rounded contours, and versatility 
of piping arrangement contrib- 
ute to safe, compact installations. 


Richfield Oil Corporation's North 
End Heating Oil Loading Rack, 
Seattle, Washington, using 17 
Brodie BiRotor Meters. 


RYWHERE * BRODIE is linked 
with Progress. Here’s another 
example from the NORTHWEST 


For experienced aid in planning 
your metering program, 

why not phone your Brodie 
representative — today? 





Awa We 
~A ~~ \ 


—demonstrated again in Seattle 
by this clean loading rack layout 


Note how rounded contours of Brodie BiRotor Meters minimize 
hazards to personnel. Welded steel double-case construction per- 
mits Brodie Meters to be line-supported, well out of the ground- 
level danger zone, yet beneath the loading rack to keep working 
areas clear. Extensions put the Brodimatic Printing Counters 
up where they can be seen from truck-top, accessible to operators, 
but again leaving deck unobstructed. Accessibility to measuring 
unit without breaking line connections, and balanced rotary 
operation with ability to survive shock-loads, contribute overall 
safety. And you can depend on Brodie’s exclusive record for 


sustained accuracy and low maintenance. ain 


RALPH N. BRODIE COMPANY .« san Leandro, California, U. $. A. 


CABLE ADDRESS: "“BRODICO"™ 


MT. VERNON, N.Y 
550 So. Columbus Ave 


CHICAGO OFFICE 
1227 Circle Ave., Forest Park, III. 


DALLAS 7, TEXAS 
167 Parkhouse St. 


SEATTLE 9, WASH. 
221 -9th Ave. N. 


LOS ANGELES 22, CALIF. 
5401 Sheila Street 


REPRESENTATIVES WITH STOCKS AND SERVICE 
IN ALL PRINCIPAL CITIES 


FACILITIES 





HOW SUNDSTRAND FUEL UNITS BACK UP YOUR BURNERS 


Strong, 
Silent type 


The familiar profile of the Sundstrand Fuel Unit won't 
ever decorate a movie theater, but oil burner men know 
the Sundstrand’s record of quiet heroism through long, 
cold winters. Strong, silent oil delivery designed into the 
almost frictionless Rota-Roll pumping element easily 
works on and on for years—full speed, without the slight- 
est strain, practically without maintenance. Sundstrand’s 
larger, more efficient antihum diaphragm eliminates all 
tank hum, and the hydraulically balanced, nonpulsing 
Sundstrand valve assures quiet, steady oil pressure at the 
nozzle. Make sure your burners keep performing, season 
after season, ‘‘as specified’ —use Sundstrand, frst in 
fuel units 


of Sundstrand Machine Tool Co., 2210 Harrison Ave., Rockford, Ill_—Eastern Sales Office: 89 Summit Ave., 
Summit, N. J. Made in Canada by John Inglis, Ltd., 14 Strachan Ave., Toronto; in Sweden by Sundstrand 
Hydraulic AB Stockholm; in France by R. S. Stokvis, et Fils, S.A., 20-22 Rue Des Petits-Hotels. 





TYPICAL SUN-RAY 
#4-#5 OIL BURNER INSTALLATION 


HOWARD JOHNSON’S, Queens Blvd., New York City, 
another restaurant of the famous chain, installed a 
SUN-RAY #4-#5 Oil Burner. 

Reports from this replacement installation: Cleaner, 
quieter operation. Servicing — practically nil. Fuel and 
operating costs — way down. 

This experience is typical. It is being repeated in 
hundreds of commercial, industrial and institutional 
establishments throughout the world. 

A sure way to satisfy customers and increase sales and 


profits is to install a SUN-RAY #4-#5 OIL BURNER. 


INSTALL A SUN-RAY +4-+5 OIL BURNER 


1—Easy to Install—Simple to Service. 
2—Automatic, Trouble-free Operation. 

3—Burns Low-Cost, Higher BTU #5 and #4 Oil. 
4—Clean—Quiet—Very High Efficiency. 

5—All Electric Ignition—No Gas Pilots. 

6—Will Also Burn #2 Oil. 

7—No Transfer Pump Required on Normal Jobs. 


Get the facts. Get the Sun-Ray sales sfory. 8—Approved for #5 and #4 Oil by U L and Other Authorities. 


SUN-RAY BURNER MANUFACTURING CORPORATION 


139-22 Queens Boulevard, Jamaica 35, New York 
November 
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Home Builders Show, January 
Fueloil Prices, Degree Days 
Sutherland on Modernization 


Oilheating Trends 


~ 


Booklet describes year-round Controls 


YEARLY: 
$3.00 


Government on Fuels 


x 


National Fueloil Council issues Fact File 
Names in the News 


7 ty Ww to tv 


tw te 


Augenstein named Airtemp President 


CANADIAN 
$3.00 


j 


Industry Groups 


, 


On! Seattle convention Plans set 
New Pri ducts 


Boston Workshop on “Selling oil Heat” SINGLE COPY: 


$1.00 


Manufacturers’ Activities 
On! Directors to meet in Philadelphia 
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COPYRIGHT 1958, HEATING PUBLISHERS, INC. Aenone ath : 
ALL RIGHTS RESERVED Among other things 


> MAY BE REPRINTED WITHOUT WRITTEN PERMISSION Beginning the feature section this month is an interest- 
PUBLISHED MONTHLY ing account of a five-year, all-inclusive oilheating sales 
5 HEATING PUBLISHERS INC ADDRESS ALL CORRESPONDENCE FOR . ; 7 ° - 
EDITORIAL. ADVERTISING AND CIRCULATION DEPARTMENTS TO: 2 WEST plan that is becoming popular in sections of Canada. The 
TH STREET, NEW YORK 36, N. Y. PHONE: MURRAY HILL 2-4786. ) +. ers . 47 : wind - 
PUBLICATION OFFICE: 109 MARKET PLACE, BALTIMORE 2, MD. ESTAB Ontario Plan See page 4 Is Mm vel in that it include 
LISHED 1922. ENTERED AS SECOND CLASS MATTER AT THE POST OFFICE fueloil and oilburner service with the equipment pur 
AT BALTIMORE MI . F * - 
. : chased; the price for all is divided into 60 equal monthly 
; payments. Described are the ways in which three dealers 
ROBERT GRAY, Editor ae . © te ways ! c ee Geale 


. erate the plan 

Bert Dunphy, Managing Editor John W. Schulz, Technical Editor ear ‘ : fi ' lerniz viele lates how 
V. M. Douglas, Midwest Editor Margaret Mantho, Assistant Editor xe second im Our modernization series relates how 
George F. Farrell, Circulation Director the Ray Nathan Oil Co.., Freeport, a Ws successfully 

A. G. WINKLER, Advertising Director merchandises oilburner replacements. The subtitle of the 

Lee Steedle, Advertising Manager story, which begins on page 50, sums up the theme, “Ray 

Dick Raymond, Eastern Advertising Manager Nathan makes Money, and his Customers save Money on 

Liz Gabriel, Advertising Production Manager ; : “es : 
a Er quality Improvements. 
yaaa: Mani iO las Another second installment follows, this one discussing 
“ae oe) ae Chicago Pi Il the factors which determine the selection of the proper 
224 S. Michigan Ave Phone: Wabash 2-9548 fueloil delivery truck. Read on page 53 how to decide if 
Pacific Coast Representative: Don Harway you should purchase a 2- or 3-axle truck or a tractor 
9 West 8th St., Los Angeles 17, Cal. Phone: Hubbard 3-5141 trailer unit 





minor sense, but $ prin for The Cld Farmers Almanac. TI 
rn would be over the in 1959 edition is just in, its 167th year 


tricity in the domestic and publication, containing “anecdotes 


-asantries, farm calendar, phot 





aphs and wood cuts.’ 





is ni tion is th One feature of the new issue is 


fA iS al vertising report from the first huma: ng 
19 of $ for ever land on the moon, written as 

rtis $3 sits on a beach of brilliant white sar 
$ surrounded by green marble rocks 

i use 9 It's the weather part, though, tl 





t 
ting indust1 problem worries us. November is to | rmer 


ae \ menee cfs vas ad than normal. December , _ 
I t mphasis woul 10k iry and February consideral irn 
HE MAJOR PUBLICITY ] 


the nation were given our indust te MING af —— r, March and April w ight) 
story during late September _ ' rhe peeeiees. yen ——— 
comprehensive 30-page report . et ae = ag _ ity po. N w Year's D 
“Facts about Fueloil and home H ni r prospects rably will De stormy ind ] 
ing.” This report was pre] , seeerranen eee ee “ 
Ralph Hartell, communications MIDE Wher acvercusing ton s birt! rte will brir t& 
tor, National Fueloil Cou: N port by t rat Friday will b ae 
York, and sent with suitable int ;, oe Patriots Day, April 
tory material to 1,600 da n¢@ snow This oa 
papers, radio and television stations H ee ee 
columnists, housing magazin PUI been quoted at least 
other outlets for public informat Brook full pas t in its 16/7 years and 
The Council, started last Ju t \ k | Ne tober 14 n for as Many n 
national publicity outlet f t 
ganization, Ojulheating Market R Fe rge tvyt $ I . 
ports, through which oil suppliers ar lilder per t S,., \KING to the P 
sponsoring and assisting 3 r or publ tility in tl troleum Assoc na ' 
operative advertising campaig B Yueens or Lor t meeting up mo Manor Ad 
The report tells the basic story of rove that ting is Run 
fueloil and oilheating as a product a1 thar made an interesting suggestion. H 
as an industry .. . its advanta t I H ee ' 
competition and its future outlool tel pI ramati f ‘Distill 
The response over the nat nd promotional material 
been very creditable. with m 
pings coming in. Only a few 
are left after the mailing, but if y ze in about ter rs Ad 


want one the editor will request it resent undertaking of 


ta pr nd found their impression of the wor 


t many takers for the listillate as considerably more favor 
A, THE ANNUAL convention of t a e? one war rleagese — wha 
American Gas Association at mid-O : orppps. Sess FEB i ited relating 
tober, Robert W. Ott cnairmar I ' iene 7 oe 
Laclede Gas Co.. St. Louis. and retit rket, part I r il He feels that perl 


. . ] { - tell e public that t 1s 
ing president of AGA said that tl a , 
t t wit t I ess much technical progr 
industry faced three major prol ‘ re , 
t t. Tom offers t f juality that we now t tillat 
needing urgent attention. T ‘ 
f natur { I { r al TI theory is that tl ss 


i natu 


the increasing cost 


t iate the term with son 
the question of appropriat 


: tilled water or distill 
mental price regulation; tl ! 


. | they know can never nything 
of increasingly acute competit ( ) 
the problem of achieving effect HE mot ng ol : 


Cones inion 
unity among all segments of t f ‘ t t fact 


industry ter is going 1 ary ie ) by 
When he spoke of compet ; _* ”A 


ting tougher he probably | Veat ti tior t 
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YOUR BEST 123 ANSWERS 
TO THE OTHER FUELS... 


Under today’s conditions, the fuel oil dealer who wants to 
make progress MUST provide his customers with a clean and 


completely automatic Fuel Oil Service. 


By combining these two Scully developments, you will have 


clean and completely automatic service to promote and sell 


to your customers. 


Scully VENTALARM Signal 


Saves 5 to 7 Minutes per Drop. . 


Millions of VENTALARM Signal in- 
stallations on home fuel oil tanks are 
the best evidence that the product has 
advantages for the dealer. the driver, 
and the customer. For new or old burn- 


er installations, the VENTALARM 
Signal gives quick delivery and abso- 
lutely safe delivery, without the 
driver entering the house. 


Write for all of the facts about the VENTALARM Signal and 


what it can do for you. 


Scully UNIFIL ® System 


Can Pay for Itself in a Year.... 


It makes all fill pipes in your area 
THE SAME SIZE. This is only one 
reason why you'll increase gallons 
delivered with your present equip- 
ment when you use the UNIFIL Sys- 
tem. You get better connections, you 
get the means to faster pumping 
speeds, and the driver never has to 
drop the nozzle during delivery. And 


drivers like the UNIFIL System. No 
more removing gloves in cold weath- 
er, and no more working like a 
plumber to remove plugs or ice. Vari- 
ous connectors make the UNIFIL Sys- 
tem adaptable to EVERY fuel oil cus- 
tomer. Write for a copy of the UNIFIL 


folder. It gives you all of the facts. 


For more fuel oil deliveries and more dollars per day, for 
AUTOMATIC deliveries that keep your customers happy, ask 
your Scully Signal representative about the VENTALARM 
Signal and UNIFIL System. It’s a sure way to profit. 


SCULLY SIGNAL COMPANY 


176 GREEN STREET 


Ricloil 


° MELROSE 76, 





T.M. Reg. U.S. Pat. Of. 
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ae WERE no important changes 


in the price table this month, al 
though we find a half dozen minor 
ones. The tank car prices are up mod 
estly at Detroit and St. Louis 
there were no drops in this column 
At the tank wagon level, New Haven 
was up a little while Syracise, Cleve 


and 


land and Minneapolis were down 

There has been a general feeling 
that prices would have gone up more 
by now, but there still seems to be 
considerable amount of spot offering 
on the East Coast. 

Primary stocks East of the Rockies 
are running about 7% last 
year, with the East Coast down con 
siderably more. Of course, last year 


bel IW 


stocks were excessive so the compari 
son is not too significant. 

The estimates of demand through 
this winter, particularly from govern 
ment sources, are showing a consider 
able rise on the assumption of a nor 
mal season. The number of oilburners 
in use is increasing at only a 3 to 4% 
annual rate, and some of this is offset 
by improved burning efficiency and 
smaller average homes. As a result 
the ups or downs in demand are more 
a matter of weather than ind 
growth. 





Stry 


This month we also show secondary 
or field stocks on a fairly large report 
ing group. The East Coast shows the 
identical September 30 situation as 
last year, but the Midwest registers a 
very significant drop in percent filled 
of bulk tank capacity. We 
study only twice a year, primarily t 
measure the 


hi 
tnis 


run 


inventory attitudes of 


local fueloil distributors. 


No. 2 Heating Oil (Including No. 3 & PS200) 
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Price I gallon as of October 15, 1958 
Tank Tank Tank Tank 
Car Wagon Car Wagon 
Portland, Me If 14.7 Charleston, S. C 10.3 13.5 
Boston 10.¢ 14.5 Chicago 11.0*A 14.6 
Providence 10.( 14.2 Detroit 11.5° 15.6 
Hartford 10.25 14.3 Cleveland 11.3* 14.8 
New Haven 9.9 14.4 Minneapolis 10.5 14.8 
Syracuse 11.2 3.7 St. Louis 10.5* 14.9 
Albany lt 14.1 Indianapolis 11.05* 15.6 
New York 9.9 13.6 Milwaukee 12.1%A 15.5 
Newark 9.9 13.7 Des Moines 10.75 14.9 
Philadelphia 9.9 14.0 San Francisco 11.75* 14.5 
Baltimore 9.9 13.9 Portland, Ore 11.75* 14.5 
Wilmington, N. C 1( 13.9 Seattle 11.85* 14.6 
Washir r 1 14.5 Spokane 13.75* 16.5 
d 1( 13.9 Los Angeles 11.25* 14.0 
Tank wagon prices shown are for maximum one-time delivery discounts 
De ered 
a P e subdiect tc 5S0¢ 7 uw ce 
DEGREE DAY TABLE 
NE MONTH ONLY LAST SEASON 
September Percent September-May Percent 
N 7 8 ( Ni rmal 1957 AIS OF ge 
52 42 Albany AP 6888 6721 6554 4.9 
3¢ Atlanta AP 2826 2239 3314 + 17.3 
34 2 4 Baltumore AP 4782 4202+ 40307 15.7 
7 84 Boston AP §742 5548 5356 6.7 
4 25 2 Buffalo AP 672 6197 6497 
7 7 2 71.4 CharlotteNCAP 3205 2610 3622 
» 67 2 Chicago AP 6252 5952 5651 9¢ 
- - 22 47 Cincinnati CO 4532 4450 4958 ’ 9.4 
7 86 4.7 Cleveland AP 5951 5553 R68 4 
Dallas AP Sere 2aas- 37 3.8 
4 O¢ 7 Denver AP 6051 5783 %666 6.4 
77 2.2 Des Moines AP 6384 6116 6512 2 
98 2 Detroit AP 6336 6015 615 5 
6t sift 43.8 Grand Rapids CO 6396 6448 6775f 
2 3¢ 4.7 Hartford AP 6094 6108 ¢ 
¢ 263 7.8 Helena AP 7951 8094 713¢ if 
Houston AP 1388 995 1631 + 21.9 
77 2 Indianapolis AP 5581 5108 4824 4.4 
44 29 2 Kansas City AP 4880 4562 S00¢ 2.6 
Los Ar geles CO 1432 963 SY 37.8 
22 2 4.9 Louisville AP 4434 4070 4727 6.6 
- »3 8 Milwaukee AP 6944 7019 715 20.3 
84 8 Minneapolis AP 7748 7472 704 9.1 
¢ New Orleans CO 1175 765 155 32.3 
47 ) New York CO $032 4694 4909 2.4 
8 } 52 4 Omaha AP 6123 5773 606 1.2 
6st : Philadelphia CO 4523 4223 4977] ( 
64 64 “ Pittsburgh CO 5035 4638 4361 6.5 
21 Portland, Me. AP 7493 7334 6785 9.4 
71 ¢ Portland, Ore. CO 4046 4281 3459 14.5 
8 Providence AP 6041 5761 5669 6.2 
7 2 3 ¢ Roanoke, Va. AP 4152 3375 463 11.5 
7 41t 7 St. Louis CO 4462 237 479 7 
l¢ x Salt Lake City AP 5785 $733 $512 4.7 
¢ 39 64 San Francisco CO 2523 2367 2169 14 
8 8 273 8.4 Sault Ste. Marie AP 9016 8854 8392 6.9 
~ 105 2 Seattle CO 237 4371 3524 16.8 
4 7 14.7 Toledo AP 6322 6046 6299 0.4 
7 4( 22 4 Washington AP 4337 4012 4443 2.4 
ith +City Office tAirport Office 
Distillate Fueloils 
MAR SECONDARY STOCKS 
(t ) East of Rockies 
I I PERCENTAGE FILLED 
O O SEPTEMBER 
1 ~ 7 1958 1IOS7 195¢ 
t ( 60,687 68.9 New England 72.7% 76.9% 72.8° 
Midwes 524 48.645 Mid-Atlantic 72.9 70.8 83.9 
( 8.87 34.361 South Atlantic 42.8 45.8 68.1 
Total East Coast 70.1 70.1 79.5 
141,38 51,939 Midwest 69.6 81.¢ 79.9 
November 
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New Might! New Models! New Money-Saving Power! 


Task-Force 59 brings you more to work and save with 
in every weight class—more models, thriftier engines, 
stronger cabs and frames, safer brakes, tougher axles 
and transmissions! Here’s the longest, strongest line of 
Chevrolet trucks ever built, the best yet of the best sellers! 


Good news in the light-duty class! Chevy’s longer, stronger °59 
line gives you a dozen big pickups to choose from . . . new 4- 
wheel drive models, newly fashioned panels, Step-Vans, and 
Sedan Deliveries! Scores of innovations include new hard- 
pulling Positraction rear axle, new bigger brakes, new stronger 
cabs, new broad-shouldered styling refinements! 


Bright new middleweight and heavyweight might! New big-tonnage 
L.C.F. and conventional trucks are heftier than ever with new 
5-speed transmissions, new huskier clutches, more durable rear 
axles in capacities as high as 18,000 lbs.! G.V.W.’s go up to 
36,000 Ibs. in tandems . . . and up to 21,000 lbs. in new Series 
50H and 60H models with heavy-duty components! 


New thriftier 6’s, all-new V8 power! Chevy’s best selling 6’s are 
set to pinch pennies like never before with new camshaft design, 
new valve train durability! Six modern V8’s are tougher built 
for bigger savings; an all-new V8, the 185-h.p. Workmaster 
Special* with advanced Wedge-Head design, is offered in Series 
70 and 80! See ’em for yourself—the bright new trucks of 
Task-Force 59 at your dealer’s now! . . . Chevrolet Division 
of General Motors, Detroit 2, Michigan. 


*Optional at extra cost. 





CHEVROLET TASK-FORCE 59 TRUCKS 
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Oilheating Stocks: D 
holding in stock at th 





tember approximately 86,21 
burners and complete uni 
pares with 80,607 the p1 
and with 88,869 on th 
} year 
arate The September 30 st 
heaters using power burners vided Separate burn 
mber sales of this equipment Boiler-burner units, 20,69 
proximately 1,86 ‘e also nace-burner units, 30,174 
esidential airconditi Tank Stocks: At the end 


ns by oilheating deal ind ber, dealers were holding 


September that these were ap 26,594 consumer oil tanks 


° 2 proximately 964. This brings the nine with 27, 411 a month ear 
Oilheating Se Se ee ce 


ipproxin 8 a year earlier 
Trends FACTORY SHIPMENTS ff 


INSTALLATIONS of domestic oilheatin DOMESTIC OILBURNERS & UNITS! 
DOMESTIC GAS BURNERS ---<-- . , 
ws TAT : 





equipment in September are estimate t 
at 62,709 which is 14% below : 
same month last year which had 73 : i 

i 


te ee 


212 installations. For the 
three-quarters of the year 
September 30, the estimated 
tions were 364,377 or 12% bel 
year's 412,433 


Not in the sense of a foreca 











just an observation, the past ten 
have shown an average of 68.4% 
year’s installations in the first , ‘ ‘ 
year s ; e Shipments of Oilburners and Units 
months which would indicate arou: {Tachiaiiaas Mesntate’ 
luding Export 

$30,000 as a possible total for this Adjusted t manufacturers other than those report 

‘ ; ‘ Fur @ Om Heat's estimates of shipment 
year. Any departure from that | oe a 
bility should be in the right direct 


because things are slowly impr 


: 1958 
ng er te Burners 8 505 35 375 2 177.261 
By types of installations, Septem ., Boiler Units 3,8 +883 20.6 0,399 
ber sales were New Homes, 16,805 All Dor ms 1602 0 12.1 B.. ara 
compared with 27,337 the previous Commercia 2 81¢ _3,256 13.5 18,433 
September. Replacements of : — " | — 
heating in September were 
compared with 18,030 the year I 
Conversions from other fuels we: 
142 compared with 27,848 for Sey 
tember 1957 











Minimum Retail Prices [PETROLEUM 

of Key Dealers WHOLESALE + 

Sept A g Au An 
Separate Burners $315 
Boiler Burners 742 
Furnace Burners 606 








Price Index: Separate Burners 
1948-49 is 100%, 
WHOLESALE 


September 96.7 Six months 
August 97.2 Year 














September 
August 
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\ Contamination-Free Product 











No. 187 
Bottom Outlet Type 


witH OPW gt 


Bottom opening 
type 125 pound 


io. 387 
Top outlet type 
125 pound 


roduct clean enough, your pump, meter and 
valve protected against scale, grit, dirt, rust and 
foreign materials? 
e! Install OPW Line Strainers in any pipe line 
for a cleaner product. Tight fit of cage and - 
: , io. 387-F 
assures all product passing through strainer. . Ses cathe tone 
areas are many times pipe size for full flow. - flanged. 125 pound 
plicity of screen removal, cleaning and repla / 
litates regular, periodic checkup in the shortest 


time, 








your size, type and mesh! 125-pound standard 
yund high pressure types. Bottom or top outlet 
inforced for sturdiness and precision fit. Screwed 
1 end. Flanges, bolts and gaskets to suit. Strain- 
from 14 to 300. 





op CORPORATION 


VALVES, FITTINGS, ASSEMBLIES 


for handling hazardous liquids 


Top outlet type 
flanged. 200 pound. 


2723 Colerain Ave., Cincinnati 25, Ohio 
Kirby | 5400 








they have had little voice in the codes 


and ordinances 





Just over half of the municipalities 

SPECIAL = However, hi hi ng se requiring tests charge a fee for them 
STUDY THis tional difference. The New England These range from 50 cents to $50 and 
MONTH is $1.65 with quite a few mar average $1( 


porting 50 cents. The Mid-At The craft unions (electrical, steam 





fees range from $1 to $5 for fitters, plumbers) had some influenc: 


ntial jobs, and average $3.75 in provisions of the present c 


Midwest range is from $1.50 t find 20% of the dealers sayin 


ind the average is $3.14 the unions had much influence 


and Pacific Northwest shows a spré saying they had a little influen 


. ’ to $3.50 averaging $ 439% saying they had no influenc 
Ordinances | saying they had | 
mpared with the residential fe Code conditions that the 
: consider unnecessary were r¢ 


One of the serious problems aff 1 
for commercials rang $4% of the dealers. Th 


ing the oilheating industry has t : 
m )U cents wit! being New England wit! 


$4.34 the low being the Pacif 


of the 


with local or regional codes and 
nances that put yardsticks on 
stallations, many of them very im 
tical and with provisions for 
minority craft groups 

Just to get the dealers’ impr 
of how they are being affect crag ’ 
his was Mid-Atl 


} 


asked our reporting group a 
imated th 


of questions on details of h 
influence their work. To be 
found that 98% of the reporting 
panies Operate under city 
under county codes; and 17% 
erned by state codes. This tota 
which shows that some must 
two or more codes, this is part 
true in New England where 


city codes and 717% are ais 


by state codes 
Jobs checked 


Inspectors check the j 
of the markets of dealers | 
They do not, however, ch 
job, but they do look in on ab 
out of five in the cities wher 
tors are employed. There a1 few 26° f ities, tl rvicemen al placing an existin 
cities where no jobs are checked | test nd licensed me fireproofing 
spectors even though there is an in rea nl interested in licensing icense to hook-up 
tor on the payroll, and there a1 t ngland Not being able t 
number of other cities where they s f t lation men and of wood frame for fill pip 
check only 5 or 10% h bs t rvicemen ar nsed, based hibited in Baltimor¢ 
Putting the whole thing together se on tl ies heard County 
a little over two-thirds of all install fy lows , is Mid-z Vaulting of tanks 
tions in the cities heard from a lantic wl nly 1 installation ind chimney linings 
checked by an inspector , ported as licer nd n filing plans Smok 
The dealers’ opinion of tl m f t emée tensive fireproofing of 
petence of the inspectors is not t id One good fa bout the e Buried fuel tank regulati 
In fact 71% of the dealers that t nsing is tl f the report gauge of 275 gal. tank 
they are good men who know their ne who have experience with instead of copper 
business, and 29% say they are not s say they are practical, largely Our final question explored thé 
There was little variation betwee ecause the dealers were asked to pre- dealers’ impression of the OHI instal 
tions on this score. pare them, although as we have seen lation Standard, B-58. Just half of 
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S.WARDENALINC= 
Za \\NG: PIPING: AIR CONDITIONING 


BS" ST. -YU.2-3101 


{ULI 


cc 


“It is my intention to eventually replace 
all of our service trucks with V.W.” 


This is the intention of C. S. Hardeman, owner of C. S. Hardeman, Inc., San Francisco. He reports, 
“I am completely satisfied with the performance and economy of the Volkswagen Panel Delivery. 
The ease with which equipment is stored, and the accessibility of the many small tools and items 
necessary for air conditioning and heating service make the Panel Delivery an ideal service car.” 


The engineered dependability of every Volkswagen is backed up by 
famous) Service and Genuine{Q) Spare Parts in all 49 states. 


VOLKSWAGEN 


VOLKSWAGEN DELIVERS THE GOODS...FOR LESS! 
eloil 
oill.eat, 


13 





g de ilers kne W about tl 1S ( nel ( les, but 
indard, and their impres 
nerally Among “The worst part 


know the standard, tour is that they are not 


say that they like it, and will crack down on 
ne number say that they others are allowed to g 
slipshod work.” Oiln 
work for an unbiased 
“Unnecessary electri 
quirements are hurting 
modernizations and enc 


sales in some local areas 


eating Permits* 


“We do not want 
cense, we feel that any 
with connecting water 
plant should be allowed 
tion.” “We have tri 
to get a code in our cit 
been unable to draft one 
will adopt Ks 

‘Our city requires 
a T NEVER Fai rvingtor 5 to assure adherence ti 

Merid ant . 58 is not complete enoug! 
The Fastest, ALE veer we é , rea.” “All = filings 
r Known Minneapolis, Mir A: - handled in one department 
Surest Coup ing ‘ ee eA ' is promised.” “W 
Mt. Vernor Y y 264 ode before the City Att 
nt.” 

The inspector lets 
ontractor get away 
work that should never 

‘Five years ag 
Heating Association, at 
goals was to establish 
it adopted, and it has be 
fight, but we hi pe t 
year or two. The citiz 

ore than 100,0( 


from some deal 
. 
“ 


Home Builders Show set 
for Chicago, January 18 


REGISTRATIONS apparent 
ing the rising curve of 


BRONZE - ALUMINUM + MONEL pile tit n'y 680 for the annual Convent: 
STAINLESS STEEL + SEMI-STEEL Va - 62 7 position of the National Hon 


ers Association scheduled f 


oie) 


ALL STYLES OF ADAPTORS FIT Fee ak January 18 to 22 
IN ALL STYLES OF COUPLERS . I A record number of 
, h Y d ect r ( 

OF THE SAME SIZE. = : 


were made availabk 
Perfectly tight, no-leak connection in seconds 


OPW Kamloks couple and uncouple instantly ' - 23.3 toriums and most of th 
regardless of “hook-up”. reserved. To take caré 


Write for New Free Catalog F-10R = as ian ead as ‘ " so ing industry men and 


opw CORPORATION : : “capes gglecge ag end ged more hotel rooms tha 
2723 COLERAIN AVENUE rate index where enforcement have been set aside for 
CINCINNATI 25, OHIO Kirby 1-5400 i t sed, howeve the 


VALVES © FITTINGS © ASSEMBLIES . ; 
FOR HANDLING HAZARDOUS LIQUIDS . te t Fniladeiy if ret 


ot 


Exposition headquarters 


S. Dearborn Street, Chi 
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THAT EXTRA EFFORT... 


puts you out in front in today’s fuel oil competition. For over three 


decades HARTOL has been “on the team” with top independents . . . 
providing 17 convenient modern terminals, first class loading equipment, 
storage facilities for peak operations, and dependability under all 


conditions. Get the whole story from your HARTOL representative. 
e Largest independent marketer on the Eastern seaboard. 


e No consumer accounts. HARTOL does not compete with its customers. 


HEATING OILS © GASOLINE © KEROSENE 


PETROLEUM CORPORATION 
HARTOL 630 FIFTH AVENUE «© NEW YORK 20, NEW YORK 








Where are the new Homes being built? 


Number of 
Permits Issued 


ALABAMA 
Birmingham area 
Mobile area 
Nonmetropolitan areas 


ARIZONA 
Phoenix area 
Nonmetropolitan areas 


ARKANSAS 


CALIFORNIA 
Fresno area 
Los Angeles area 
Sacramento area 
San Bernardino area 
San Diego area 
San Francisco-Oakland 
San Jose area 
Stockton area 
Nonmetropolitan areas 


COLORADO 
Denver area 
Nonmetropolitan areas 


CONNECTICUT 
Bridgeport area 
Hartford area 
New Haven area 
Nonmetropolitan areas 


DELAWARE 
Wilmington area 
Nonmetropolitan areas 


DISTRICT OF COLUMBIA 
Washington, D. C. 
Maryland suburbs* 
Virginia suburbs** 


FLORIDA 
Jacksonville area 
Miami area 
Orlando area 
Tampa-St. Petersburg area 
Nonmetropolitan areas 


GEORGIA 
Atlanta area 
Columbus area 
Savannah area 
Nonmetropolitan areas 


IDAHO 


ILLINOIS 
Chicago area (Does not 
include Ind. suburbs) 
St. Lovis area 
Nonmetropolitan areas 


INDIANA 
Chicago suburbs 
Fort Wayne area 
Indianapolis area 
South Bend area 
Nonmetropolitan areas 


1OWA 
Davenport area 
Des Moines area 
Nonmetropolitan areas 


KANSAS 
Kansas City area 
Wichita area 
Topeka area 
Nonmetropolitan areas 


July 
1,845 
512 
358 
975 


1,812 
1,336 
476 


304 


200 
805 


060 
182 
563 


498 
169 
126 
503 

87 
613 


840 
198 
181 
461 


722 
218 
175 

56 
273 


*Included in Maryland state toto! 
**Included in Virginia state total 
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7 Mos 
11,185 

036 
2,031 


5,118 


Cincinnati suburbs 
Louisville area 
Nonmetropolitan areas 


LOUISIANA 
Baton Rouge area 
New Orleans area 
Shreveport area 
Nonmetropolitan areas 


MAINE 


MARYLAND 
Baltimore area 
D. C. suburbs 


Nonmetropolitan areas 


Wash 


ns 


ngton 


MASSACHUSETTS 
Boston areo 
Sprinafield-Holyoke area 
Worcester area 
Nonmetropolitan areas 


MICHIGAN 
Detroit area 
Flint area 
Grand Rapids crea 
Nonmetropolitan areas 


MINNESOTA 
Minneapolis-St. Paul area 


Nonmetropolitan areas 


MISSISSIPPI 
Jackson area 


» 


Nonmetropolitan areas 


MISSOUR 
Kansas City area 
St. Lovis area (ill. suburbs 
listed under Iil.) 
Nonmetropolitan areas 


MONTANA 


NEBRASKA 
Lincoln area 
Omaha area 
Nonmetropolitan areas 


NEVADA 
NEW HAMPSHIRE 
NEW JERSEY 

Atlantic City area 
New York City suburbs 


Philadelphia suburbs 
Nonmetropolitan areas 


MEXICO 


YORK 
\lbany, Schenectady, Troy 
Buffalo area 

New York Cityt 
Suburbs of New York City 
Rochester area 
Nonmetropolitan areas 


NORTH CAROLINA 
Charlotte area 
Greensboro-High Point area 
Nonmetropolitan areas 


NORTH DAKOTA 


Number of 
Permits Issued 
July 7 Mos 
885 4,486 

33 228 
506 2,602 

1,656 


819 
1,730 
327 
1,299 
2,463 


230 


tCovers dwelling units actually started 


Akron area 

Cincinnati area 
Cleveland area 
Columbus area 

Dayton areca 

Toledo area 
Youngstown area 
Nonmetropolitan areas 


OKLAHOMA 
Oklahoma City area 
Tulsa crea 
Nonmetropolitan areas 


OREGON 
Portland area 
Nonmetropolitan areas 


PENNSYLVANIA 
Allentown-Bethlehem area 
Harrisburg area 
Philadeiphia area (See New 
Jersey for Jersey suburbs) 
Pittsburgh area 
Nonmetropolitan areas 


RHODE ISLAND 
Providence oarea 
Nonmetropolitan areas 


SOUTH CAROLINA 
Charleston areo 
Nonmetropolitan areas 


SOUTH DAKOTA 


TENNESSEE 
Chattanooga area 
Knoxville area 
Memphis area 
Nashville areo 
Nonmetropolitan areas 


TEXAS 
Beaumont-Port Arthur crea 
Corpus Christi area 
Dallas crea 
El Paso areca 
Fort Worth area 
Houston area 
San Antonio areo 
Nonmetropolitan areas 


Salt Lake City area 
Nonmetropolitan areas 


VERMONT 


VIRGINIA 
Portsmouth-Norfolk area 
Richmond area 
Roanoke areca 
Washington, D. C. suburbs 
Nonmetropolitan areas 


WASHINGTON 
Seattle area 
Spokane orea 
Tacoma area 
Nonmetropolitan areas 


WEST VIRGINIA 
Charleston area 
Nonmetropolitan areas 
WISCONSIN 
Madison area 


Milwaukee area 
Nonmetropolitan areas 


WYOMING 
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Number of 


Permits Issued 
7 Mos 
25,274 


July 
5,335 
411 
932 
041 
,029 
489 


1 
3 
4 
5 
2 
] 


1 
5 


397 
888 
843 
19 


059 
227 
610 
231 


547 
992 
838 
717 


3,770 


100 


1,670 


022 
622 
661 


898 
332 


509 





New way to cut costs, increase profits: 


PERMANENTLY-ATTACHED HOSE COUPLINGS 


Scovill’s permanently-attached fuel oil and gasoline 
pump hose couplings can save you money by elimi- 
nating the u 
attachable couplings. These unseen costs include such 
expenses as removal-time of old hose couplings, stor- 
paper work, re-attachment and more. 
Hidden costs added to the higher initial cost of re- 
attachable couplings mean one thing: it will actually 
cost you less to throw away a used Scovill perma- 
nently-attached coupling than to recondition a re- 
attachable coupling for re-use. 


Hose couplings 


dloil 


It’s easy to see Scovill permanently-attached coup- 
lings save all along the line. In addition, distributors 
who handle hose can now buy fuel oil and gasoline 
pump hose couplings right from Scovill to save up to 
1/3 the former cost! And direct-to-distributor ship- 
ment means they can sell coupled hose to oil companies 
at better-than-competitive prices. For full details on 
the advantages and savings of modern permanently- 
attached hose couplings, write: Scovill Manufacturing 
Company, Hose Coupling Department, Waterbury 
20, Connecticut. 





panies, in the indictment retur1 
May at Alexandria, Va., f 
trial to Tulsa 
es were  conspira 
f crude oil and m 
This removes the trial f 
spotlight, whicl 
case at Alex 


ind almost 


by Milburn Petty 


WASHINGTON The Eisen 
Administration is committed 
sort of controls on oil imports 
untary” or otherwise, but that Mid-West Gas Case Is Before FPC 
about all that is certain now 

Future of the “voluntary” 
is in doubt, right now. But 
changes in the proposed revised 
? Swap Cuts Purchases 
which was based on every r 
the U. S. being entitled to an i t f N 
quota, according to his refining 
ity and runs—appears very lik 

Some of the newer importer 
jors and independents—hav 
notice that they will not comp 
untarily, with quotas that 
assigned them under the revis 
as first proposed by Imports 
istrator Carson 

Others, particularly som 
old-line importers, have adv 
son that they thought histori Gas Potentials Studied 
should be given consideratio1 ’ / N 
ing out that they need to rec 


investments in foreign oil 


Jobbers Hit Residual Imports Cut 


With independent jobbers 
over 50% of the residual fu 
ported into this country, str 
tests have been lodged agains 
striction of such imports 
jobber groups 

Otis Ellis, general couns 
NY Ae ep, 
age om at , cot ; ‘Divorcement’ Asked on West Coast 

sATSO la any a empt 
residual imports “would sim 
that the curtailment would 11 
ability be imposed on the j 

it would make the commod: 
short supply that the importi 
panies themselves as well as 
companies producing residu ee ee 
take over the handling of 
direct sales basis, thus eliminating I Br 


jobber from this field of compet 
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“My advice: 
QUIT SMOKING!” 





Smoking costs too much. It’s a sure sign fuel is 
being wasted ... that burner and boiler are losing 
efficiency ...that profits are going up with the 
moke. But you can do something about it! Install 
\L CONTROLS DRAFT 
SYSTEM. 

Goes in easily and inexpensively with any type 
jiler...any type fuel. Pays for itself over and over 
igain through the years by cutting fuel waste... 
aves as much as 25% on fuel cost as well as saving 
manpower. Not least, think of the plant and 
ty-area good will you'll create with effective 

smoke control 
Call in the GENERAL CONTROLS MAN in your area 
to check out a draft control system for your plant 
yw. The sooner, the better your long-range profit 


- } } 
ture will look 


IMPROVE 
R BOILER EFFICIENCY: 


DRAFT PROGRAM CONTROL: start-up, shut-down, sets 
lamper for any firing rate. Fast, accurate...senses 
atmospheric changes 


ATOR: provides continuous visual read 
ft conditions in combustion chamber 


and/or stack 


FLUE GAS TEMPERATURE INDICATOR: shows boiler 
efficiency by indicating excessive heat loss 


STEAM PRESSURE INDICATING CONTROLLER: indicates 
boiler pressure on main instrument panel, and 
gives accurate on-off, or proportioning control 


ACTUATOR: operates stack damper to maintain 
constant combustion chamber draft 


mtrol system like this is worth money 
ank to you. Get the full facts today from 


y and the M 


slendale, Calif. « Skokie, Ill. * Guelph, Ontario, Canada 








QUALITY is our business 
.. Without any compromise 


AND ONLY Ss 


GIVES YOU ALL THREE — 
1, FLEXIBLE CouPLincs 


Names in the News 


Frank W 


managing director, 


last June has 


Oil Heat In 


Cady since 


4 
) : 
NOCD 
Y 





Regular Set Scre~ 
Splined 
Jaw 


Only Guardian gives you these features— 
@ ROLL SPINNING—Exciusive process joins al! 


three components at one time—while in final op- 
erating alignment. 


@ BRAIDED RUBBER—Ground to absolute true cor- 
centricity. Furnished in BUNA-N TUBE and NEO- 
PRENE COVER. Lateral and angular alignment 
requirements fully met. 

@ ONE-PIECE DESIGN—Minimizes assembly and 
handling costs. Made to exact lengths required. 


Over 5,000,000 Guardian couplings cre ce 
original equipment. This is your assurance of 
| = el quolity and universal acceptance in the 


2, OIL TANK VALVES 


Check These Superior 
Guardian Features— 


@ Metal-to-meta! seating. 
@ Highest quality machined bar 
stock. 


@ Greater wall and body strength. 
@ Fusible linkage available in al! designs 
@ Vaive designs for avery type of installation 


3. QUIK JOINT 


Stee! compression 
fittings for com 
necting steel pipe 


Patent No 
2,685,460 


@ Eliminates threading of pipe 

@ Decreases cathodic corrosion and electrolysis 
@ Gwaranteed for pressure up to 2000 P.S.! 

@ Allows 7° angular deflection. 

@ U.L. approved for oll and gas. 


Write 
fer free 


C. Smith 


Auer Regist 


manufacturer 


PRODUCTS CORP. 


COUPLING DIVISION 


Dept. F-118 1215 East Second Street . 
MICHIGAN CITY, INDIANA wit 


i s for heating and cooli 
tems. Previously, Smith 


Lord Manufacturing C 


DELBRIDGE 
Oil & Gas Calculator 


Stop figuring fuel oil charges the old- 
fashioned, long-hand way! No mors 
errors—no more dissatisfied customers! 


Figure fuel oil charges fast—easily — 
accurately—with the DELBRIDGE Oil 
& Gas Calculator! Total amount of sale 
is pre-calculated for you without laborious 
long-hand figuring and errors—simple 
as finding a phone number! 


Covers prices from 5¢ to 35¢ per gallon 
by steps of 1/10¢. Shows gallonage from 
1 to 250 gallons by steps of 1 gallon— 
then to 5,000 gallons in easy steps 


Durable, long-lasting leatherette metal- 
ring binder. Only 514” x 644"—fits easily 
in coat pocket. Guaranteed accurate by 
Lloyd's of London. Only $5.00 each. 


Try the DELBRIDGE Oil & Gas Cal- 
culator for 10 days. without obligation! 
Prove to yourself how it can save time 
... cut down costly errors. Mail coupon 
for FREE 10-day trial. Send no money! 


FREE TRIAL COUPON! 


DELBRIDGE CALCULATING SYSTEMS, INC. 
2502 Sutton Ave., St. Lovis 17, Missouri 


Send the DELBRIDGE Oil & Gas Calculator... 
without obligation! We will approve your invoice 
for $5.00 (plus postage) within 10 doys if we 
decide to keep the Calculator. 
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IF YOU AREIN , 


BUSINESS 5 


“TO MAKE > 


IS PRICED 


RIGHT, 





You Can Meet ANY Competition with 
MONCRIEF’s PREMIUM CONSTRUCTION! 
It is no longer necessary for you to be pinched by 
increasing prices, or to seek cheaply constructed units 
in order to be competitive ... 

Because, today, your dollars are buying bigger than 


: P ‘ Wieser Ale ever at your Moncrief Wholesaler’s! 

Winter Air as Counterflow onditioner 

Conditioner Unit, showing wien coamoted Today’s complete line of Moncrief Furnaces and 
with Plenum complete Factory Return Air R ya " e as 
Type Cooling Assembly pon Air Conditioners is built better than ever, yet priced 

: lower than ever in relation to competition. 
Unexcelled Winter Air Conditioning Units 
Reason: Moncrief’s manufacturing has proven more 

These Moncrief Furnaces cre completely assembled and wired ffici d d ime Chitetions 1 ef” 

at the factory. Heavily constructed, they combine ¢ ‘ ellicient and productive. jective: Moncriels costs 

ness, efficiency and attractive styling. Approved with high have been held down while sales have increased. 


om Cpe fe ee Result: Moncrief has not raised prices. 
Gas Fired: 75,000, 100,000, 125,000 and 150,000 Btu Input. a ‘ 
Oil Fired: 78,400 and 112,000 Btu at Bonnet. Moral: Call your Moncrief Wholesaler, now! 


MONCRIEF is YEARS AHEAD WITH THE COMPLETE LINE FOR ANY TYPE OF INSTALLATION! 














2, Jer 5 HP. Air Cooled 
stort , ” 230rSHP ee 4 ea 
erizonta ’ , ; / P. h "Cieew 
Gas or Oil Gas or Oil Gas or Oil . ; Air or Water ?. ro 
acre, =“ PEtnacee Fired Winter Fired Utility or Fired Gravity Conversion Unit Heaters Cooled, Ges Weter Cooled theriventel Flow) 
4 Oil Sizes 4 Sizes A.C. Units Counterflow Units Furnaces Burners 5 Sizes $ ! Summer Cooling Coils 


THE HENRY FURNACE COMPANY ~ Medina, Ohio 


HEATING AND Ai® 





Fred E. Weldon has b 
vice-president in charge 
sales, General 
ControlsCo,, 
Glendale, Calif. 

He has been asso 
ciated with the 
company since 
1946 and has 
been sales man 


ager with head- 





quarters in the 

=e Midwest since 1952. Weldon is 

OTelaaliare YOur Way =a graduate of Rensselaer Polytechr 
9 Institute and was a Lieuten son 





mander in the Navy 


Donald M. Strathearn, vice-pres 
dent, Controls Company of Americ: 
Schiller Park, Ill., has been appoint 
director of sales for 
automotive controls. He 


bert R. Calkins who recent 


Robert S. Hall has been promote 
to manager of personnel 1 ind 
trial relations by National-U. S. Rad 
ink d 


} 


ator Corp., Johnstown, Pa. H 


the corporation's Viking Air Products 


Division, Cleveland, in 1957 as per 


sonnel manager and ear 
the ali-new a ( r was transferred to the 


headquarters 


William W. Eversmann 
named general manager of sales, 
When the wraps are taken off the new tol Petroleum Corp., New York 
Thatcher Warm Air Furnace, you'll recognize it as N. Y. He will make his head 
your prize home-heating package of the year. at the companys main off 
Soon to be presented to the heating mann, who had been district 
oo : é for Hartol in Baltimore, n 
and building industries, it features ; — 
; responsible for sales on the Eastert 
an improved method of heat transfer that Sacicnul Conk Whstan 0 Waenina 
gives more heat—from a smaller-sized unit. N. C. He will be succeeded as district 
manager in Baltimore by Thomas E 
It’s designed to add value to any home on the basis of... Carson. Jr who had been general 


ECONOMY « COMPACTNESS « ATTRACTIVENESS sales manager, Oilheating Divisior 
, John Wood Co., Conshohocken, Pa 
Watch for it!! The newest addition 


to a famous line. . . the new 
Thatcher Winter Air Conditioner. 


Thatcher 


FURNACE COMPANY 
GARWOOD, NEW JERSEY 


Boilers « Furnaces « Air Conditioners Eversmann 
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The NEW 


METALBESTOS 
CHIMNEY 


is the FIRST truly 
ALL-FUEL CHIMNEY... 


The Metalbestos Chimney is designed for use with every fuel .. . 
efficiently removes all combustion products released by oil, gas, coal, 
wood and domestic incinerators. 


Stainiess Stee! inner Pipe 


Galvanized 
Steel 


thee Pagat! Pty SN S'S = & 


Outer Pipe 


i 
Se 


¥ 


SEND TODAY FOR COMPLETE INFORMATION ON THE NEW 
METALBESTOS CHIMNEY... modern, economical answer to the complete 
removal of all combustion products. Write Dept. CC-.11 


Stocked by principal distributors 

in major cities. Factory ware- 

houses in Akron, Atianta,Chicago, | } DIVISION 
Dallas, Des Moines, Los Angeles, | pacey = saeueeal 

New Orleans, Woodbridge, WN. J. 


Aucloil 





MAKE MORE 
PROFIT ON 
EVERY GALLON 


SPEED-KLEEN 


Nozzle tube and 
fill pipe fittings. 


Stop nursing problem fills! Speed- 
Kleen fittings make all fills easy 
fills—you deliver oil to whistle 
vented tanks at any speed you 
want—up to 100 g.p.m., or more 
—safely, cleanly, with less effort. 
Let us prove it and show how 
easily you may install this work 
saving, money making equip- 
ment without loss of 
simply put it on in place of the 
present fill cap. 


time— 


Don’t continue losing profits. 
Write or phone C. G. Eyster at 


TIME SAVING FILLS, ENC, 


Phone York 6119 
140 W. Market St., York, Pa. 


It pays to modernize burner Jobs 


by Ivan C. 


AVE YOU a modernizati 
placement program? 
don’t, you certainly should 


ure way to prevent your cus 
m going t 
1 to keep them satist 


t is th 
C C 


modern hi 
modern fuel. It 
mic il 

ny of your cust 
inefhcient jobs? 
g them up‘t 


‘prised how mar 


Ivan CC. Sutherland last 
May succeeded Fred Beckwith 
as the executive secretary, Oil 
Heat Institute of New England. 
Accompanying is a reproduc- 
tion of a typical OHI of New 
circulated 


England bulletin 


Sutherland 


me “I am going to install gas in my 
home.” I asked why and he stated that 
he had had oil for 15 years but he was 
using so much more now than when 
he first installed it that he could not 
afford to continue to use oil. He said 


yas and was 


a friend had just installed 
so happy. I found the friend had an 
old one pipe furnace with an oilburn 
er in it and had installed a complet 
gas-hred winter air conditioner job 
With our gas vs. oil st 

son charts and our reprint “Is oil he 
eficient?™” by California 


search Corp., I showed my 


more 
what his friend would have saved had 
he used oil in place of gas. He was 
very much interested. I replaced his 
15 year old burner, his 15 year old 
combustion chamber, put on 

stack relay and 6 adjustable air valves 
(this was a One pipe steam job with a 
3-gallon tankless). I had this work 
done by an independent contractor 
who did not sell oil because I di 


want the oil dealer to lose the business 


d not 





among its members—this one 


particularly timely since it 


deals with modernization. 
Sutherland has been in the 
business since 1935 when he 
was operating superintendent 
for Sprague, Breed, Stevens & 
Newhall, Inc., Lynn, Mass., and 
in 1941 he became general 
manager, assistant treasurer 
and a director of the company 
—a wholesale and retail tide- 
water coal and oil plant, and, 
in addition, wholesale and re- 
tail distributors and installers 
of oilheating equipment. 
Ivan also was New England 
division manager for Quiet 
May oilburners. In 1957 he 
took over and organized the 
Oil Heat Institute of New Eng- 
land’s comprehensive oilburn- 
er training program as direc- 
tor of education, a position he 
occupied until last May. 


November 
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handle 


99% 


of all your 
test needs 
with the 


ALL-PURPOSE 
AMPROBE RS-3 


Check resistance of 
motor control solenoid coil. 


Balancing circuits. 


There's only one way you 
can do it... with the 
new AMPROBE RS-3... 
the o tester small enough 


) 


WA 


Hitt 


to fit in your pocket, yet 


at TUL Th | 
| 


versatile enough to measure 


volts, amps, 
and OHMS! Bf 


Pyramid Instrument Corporation, Lynbrook, N. Y. In Canada: Atlas Radio Corp., 50 Wingold Ave., Toronto 


eloil 
oilheat, 








Tana 





Check resistance of 
transformer windings of ballast. 








Use os continuity tester 
to determine if fuse is good. 


Check for low voltage condition. 


Meets every commercial voltage 
requirement on three voltage 
scales ... 0-150/300/600 volts ac. 
Accurate current readings from 0 
to 300 amps on five current ranges. 
The ohmmeter scale is designed 
specifically for you ... readings as 
low as 0.5 ohms can be taken, en- 
abling you to readily distinguish 
the difference between short cir- 
cuits and actual coil resistances. 


Doesn’t it make a helluva lot more 
sense to use this one all-purpose 
instrument than to tote three sep- 
arate testers that can’t even come 
close to AMPROBE efficiency? 


25 





T ank he had had for 15 years even though 
he had done nothing to keep this cus 
tomer. The reason also was that | 


t ruck wanted to get the dealer's reaction 


when he saw how much less oil the 
customer used, The customer has had 


Operators better heat and more hot water since 


the modernization than ever before 


oo > 
with Here are the figures 
1957 Seasc n L886 3 


1956 and 


gallons of oil burned; 


illons of oil burned 


Eye You have many 

my friend. You can e 
{ Oil Heat is the M 
ECONOMY Booklet describes Six 


year-round Controls 


EF ICIENCY SIX MAKES of heating 


systems are described 
and Fundamentals of 
litioning Contro 
senting a series 
Install ’. Schulz. The makes 
etroit, General Contr 


Honeywell, Pet 


SELF-PRIMING 
SERIES 3600 PUMP 
PRESSURES TO 90 P.S.1. 
SIZES 40 to 300 G.P.M. 





WITH 
MECHANICAL SEAL 
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ROTARY PUMPS 


rvice expert 
Fundamentals 

SEE a 

ing is a self-cove 52-1 
YOUR 72x 11 ime., me illustr 

1 copy. Published by:Ft 

DISTRIBUTOR! neat, 2 West 45th St, Nev 

‘ork 36, N. Y 
ROPER HYDRAULICS, INC. A companion booklet, “Fundamen 
771 BLACKHAWK PARK AVE., ROCKFORD, ILL. ls of oilburner Controls” sells for $1 
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Count on Coastal to Help You Be 
Independent, Strong and Prosperous 


“Does the Most 





for the independent Fuel Oil Dealer 








iP 
NEW LARGE CAPACITY 
SOOTMASTER 
FURNACE CLEANER 


The engineering principles used 
to develop MODEL 581 have 
made furnace cleaning more eco- 
nomical than it has ever been 
before. 

The THROWAWAY filter bag 
provides a safe easy method of 
soot disposal. 

Lightweight, more powerful, new 
larger capacity container, larger 
filter area designed for iasting 
suction, plus new power cooling 
design make this machine quieter 
and easier to use than any other 
suction cleaner available. Protec- 
tive rubber bumper around base. 


FASTER, EASIER CLEANING 


THAN EVER BEFORE 
only *127-50 


Slightly higher in Canada and west of Rockies 


COMPLETE WITH 27°" CREVICE TOOL, UTILITY NOZ 
ZLE, 6’ FLEXIBLE METAL HOSE, 10’ DUCK COVERED 
HOSE & 10 DISPOSABLE FILTERS. 


Blower MODEL 581A available at slight extra 
cost. 


Send for literature. Jobber-Distributor inquiries 
invited. 
5° 


_  MASTER-CRAFT 


SUPPLY CO.,INC. 
W. HAVERSTRAW, N. Y. 


Manufacturers & Suppliers of Cleaning Equipment 
Distributed in Canada by Imperio! Refractories, Ltd 
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National Fueloil Council distributes 


Fueloil and home Heating Fact File 
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heated homes, most of them it 
ondary, warmer states closer t 
fields where gas is cheap. C 
less than 7,000,000 homes. El 
heats about 400 000 hom« S, 
than 1%, chiefly in mild seas 
slectric power areas 
The National Fueloil C 
study indicates that 
ent growth will slow 
I st of additional 
uel’s legal problems witl 
supervisory bod 
pressures leading 
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rising price 
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+ per thousand 


1948 


ing oil and heating equipn 
ing a scientifically improv 


higher heat rati 


Oilheating is ; 
individual companies wl 
tion encourages servic 
ting improvements for 
is cheaper than gas i1 
jority of the states witl 
seasons, the Council finds 
comparing the local 
of fueloil with the 
feet of gas, its heat 
Other points about 
terest to homeowners, say 
cil, are that it is readily 
everywhere, can be stored in quanti 
ties to supply an entire area for a full 
heating season, is a fully automati 
fuel which burns at high efficiency, 
needs no pilot light or constant flame, 


is non-explosive and completely safe 
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A complete line of OIL 


UNITS BY WEIL- Mc 


TESTED 








PRESENTING NEW AND EXCLUSIVE DESIGNS FOR HIGHER 
EFFICIENCY...GREATER DEPENDABILITY...AND LONGER LIFE 


Weil-McLain now offers a single source of supply for 
oil heating units in net capacities from 68,000 to 
2,709,600 BTU /hr. These are boilers designed specifi- 
cally for oil-firing, with many exclusive features which 
assure dependable operation and fuel economy. The 
burner and other components are engineered and inte- 
grated to function as a unit; so that the basic requirements 
of efficient oil-firing are fully satisfied. 

All Weil-McLain Oil Boiler-Burner Units are I=-B=-R 
tested and rated ...your assurance that they will deliver 


performance as published. These units are also avail- 
able as oil-fired boilers. 


WEIL- Mc LAIN 


BOILERS- RADIATORS 


Weil-McLain Boilers are also distinguished by numer- 

ous features which contribute to long, trouble-free life. 
Built of corrosion-resis- 

tant cast iron, assembled 

with multiple short draw 

rods and made gas-tight 

with new asbestos rope 

seal, they can be rapidly 

erected in a strain-free 

assembly. 


Let us send you these catalogs 
on Weil-McLain Oil Boiler- 
Burner Units for residences, 
commercial and industrial 
buildings. 


WEIL-McLAIN COMPANY 


MICHIGAN CITY, INDIANA 


Address literature requests to Dept. B-118 





BOILER-BURNER 


As Modern as Tomorrow! 
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Combination 





compact, complete, convenient 


Accuracy, convenience and versatility have 
been built right into these new compact Rock- 
well ‘“T-70” truck meters. Take installation for 
example. With three optional inlets and two 
optional outlet positions, hook-ups are a breeze. 
You can make either a right-hand or left-hand 
setting without using any extra parts. 

The strainer and air eliminator share a 
common housing in this all-new unit. Both are 
fully accessible by removing only four 
cap Screws. 

There’s a new “smooth closing”’ system, too, 
for trouble-free automatic shut-off. Just pre-set 


Meter Register 






strainer & air eliminator 


Quantity 
Control 
Valve 


T-70 Rotocycle Meter 
(70 gpm capacity) 


INSTALLS MOST ANY WAY, ANY WHERE 
Compact dimensions, light weight plus optional connections 
all combine to conserve space, ease installation and provide 
maximum accessibility. 


the register, touch a lever and the meter will 
automatically shut off in easy stages when the 
desired quantity has been measured. 

The meter is a Rotocycle, with principle 
time-proven and reliable—now updated and 
enhanced by a new crank type rotor control. 
Nothing measures more accurately or for longer 
periods of time. Calibration is simple—only a 
screw driver is required. 

The new Rockwell ““T-70” has been thor- 
oughly field tested for over 3 years in actual 
truck operations. It’s ready now to go to work 
profitably for you. Write for bulletin OG-410. 








CONTR PLATE aSStma.r vant 





Oivisrom PLATE 





ROTARY "“FLO-WARD” DISPLACEMENT MEASUREMENT 


Liquid moves smoothly “flo-ward" in a continvous rotary 
motion. As viewed from above, new “crank” control accu- 
rately positions the measuring vanes and permanently times 
their progress. 


another fine product by 


ROCKWELL 
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RUST 
RAIDER 













Rust Roider Liquid Boiler Cleaner 
quickly removes and destroys rust 
end scale. No draining or flushing 
required. Rust Reider reaches oll of 
the heating system. insures instent 
heat ot oll radictors. Rust Reider 


preserves metol ond prevents further 
‘eal e 






REPAIRS LEAKS IN STEAM 
WOT warte soueRsS 


a -—- 
a 


Quick ond easy to use .. . add Liquid 
Boiler Solder Seal to the woter in the 
hecting system os directed on the 
con. Liquid Boiler Solder Seal quickly 
forms @ rugged bond thet restores 
heating systems to lasting, steady 
service. Contains no meterials that 
will impede circulation . . . no acids 
to damage any part of system 


AT YOUR P & H WHOLESALER 
RADIATOR SPECIALTY COMPANY 


CHARLOTTE, NORTH CAROLINA 


Om 








Thousends of new redient hecting 
systems ere being installed through- 
out the country! This new method of 
hecting is becoming increesingly 
populer .. . and here is your oppor- 
tunity to “cash-in” on extra profits! 
Sell Type R-H Boiler Solder Seal for 
oll new installetions os well as old. 
it seels end protects against all leoks 
with @ rugged bond. 


“OiLE ANE 
~ ER CLE —4 





Boiler Lex powdered concentrete gives 
fest, long-lasting results . . . quickly 
knocks out rust, grease and scale in 
one operction no dreining or 
flushing. Stops foaming, priming end 
surging. For new instelictions 

one treatment protects ports for en 


entire season 


=. 
“THE METALLIC 












> 


Americe’s leading boiler repeir com- 
pound. POWDER BOILER SOLDER 
SEAL, quickly end dependably, seals 
boiler leaks and forms « rugged bond. 
Resists the same heat and pressure 
thet the boiler itself will withstend. 
A quick, sure repeir for leaks in 
steam end hot water systems 

even repairs leaking pipes and redic- 
tors 





ue CATALOGUE LISTS OVER 600 
RUBBER AND CHEMICAL PRODUCTS 


Ask for your copy today! 








Paul Augenstein named 
President of Airtemp 


MAJOR PERSONNEL changes were made 


at Airtemp Division, Chrysler Corp., 


Dayton, O., when 
Paul M. Augen- 
stein was named 
president succeed- 
E. Buch- 


holzer, who has 


ing C. 


resigned 


Also leaving 





the company are 
J. F. Knoff, vice Augenstein 
president-sales; M. T. Bard, director 
branch organizations; and R. L. Fors 
berg, director-market research 

Augenstein is a veteran of 23 years 
of experience in the electrical appli 
ance sales and service fields with gen 
eral Electric. For the past three years, 
he had been general manager of GE’s 
room airconditioner section with head 
quarters in Louisville, Ky 

The Division is part of Cl 





Special Products group 
Charles B. Gorey, Jr. He was appoint 

1 to head the group in April of this 
year by Thomas F. Morrow, group 
vice president, Defense and Special 
Products 

Gorey termed Augenstein s appoint 
ment “a major move to accelerate the 
development of new Airtemp prod 
ucts and strengthen its sales and dis 
We intend t 


make a Chrysler Airtemp franchise 


tribution program 
the most desirable in the aircondition 
ing and heating industry.” 
Distributors and major direct deal 
ers will hear plans for expanding the 
company’s line of airconditioning 
equipment as well as its intensified 


the divi 


merchandising program at 
sion’s National Business Conference 
in Dayton, December 4 and 5 

The new vice president in charg 
of division sales is Joseph B. Ogden, 
of Whirl 
pool’s airconditioning division at St 
Joseph, Mich. He is chairman of the 
room airconditioning section of the 
National Electrical manufacturers As 


formerly general manager 


sociation 
An additional appointment con 
cerns Frederick J. Laughna who has 


been promoted to director of brancl 
operations. He has been manager of 


Airtemp’s New York Branch 
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NEW TRUCK 
but not a new radio 


“Our Motorola 2-way radio has 5 cutinatod several truck changes”’ 
construction and dependable long life of on working for years .. . long after other types of 
a 2-way radio is a fact. Truck operators equipment give way to the need for replacement. 
m experience that Motorola 2-way radio with No wonder Motorola 2-way radio is specified by more 


ny exclusive patented features is built to keep trucking operations than all other types combined. 


Here's hate. Motorola is Your rape Buy 





NCE-FREE DESIGN—Years-ahead design protects year after year. It's your best long-range investment. 
conversion changes. For example, with today ONG SERVICE—While ordinary systems using fewer tubes are 
you have no 6 to 12 voit changeover problems, re- being overworked, Motorola design provides for a reserve gain to 
ess of the trucks you have now or will have in the future take the toughest jobs in stride... even years from now. 
LITY—Top quality parts and workmanship give you com- Here's 2-way radio you know you can depend on. Specify Motorola 
can depend on... always. Facts prove that forcomp ommunications service—specialized engineering, cus- 
ers top performance at lowest maintenance costs tomer service, parts, installation, maintenance, finance and lease 





MOTOROLA 2. ‘WAY RADIO 


MOTOROLA COMMUNICATIONS & ELECTRONICS, INC. « bsidiary of Motorola, Inc. * 4501 Augusta Blvd. * Chicago 51, Illinois 





Out makes Program Plans 
for Convention in April 
SEATTLE, WASH., will be the scen 
of the 1959 convention now being 
planned by the Oil Heat Institut 
Inc., New York. Sessions will exten 
from Tuesday, April 28 to May 2 
T. R. Loizeaux, Sr., national chair 
man of the Distribution Division, and 
Bob Elmslie, managing dire« 
Oil Heat Institute of 
have been appointed c 
the 1959 convention « 
A tentative schedule includes 
meetings of all Divisions 
Division Symposium 
management clinics. Saturday 
there will be a grand banquet 
tertainment following. TI 
onvention luncheon wil 
day, May 
The Distribution 


management confere! 


the 14th INTERNATIONAL no 


Island. New York. New Er 


HEATING & AIR-CONDITIONING South, Midwest, Pacis. North 


ind Canada will discuss : 
EXPOSITION wasp 


Under Auspices ASHAE Airconditioning Exhibit 


scheduled for Philadelphia 


Convention Hall Philadelphia DISPLAYS are being desig 
ufacturers from all parts ot tl 
January 26-29, 1959 try for the iaiiacnabii il Hi 
Air-Conditioning Exp 
Here’s a concentration of new ideas, new is to be held in C mecdeaaage 


, : Philadelphia, January 26 to 2' 
products, new methods of increasing sales eres puemnt 


s , . Over at the Bellevue-Stratford H 
and profits, impossible to find anywhere else. 
tel, the exposition sponsor, the Amer 


It’s your industry showcase, filled with can Society of Heating and Air-Cor 
values for you. It’s also a whole course in ditioning Engineers, will be having its 
selling these latest developments. You'll wer sa Re ? 
; ociety President E. R. Queer ar 

meet and talk to the representatives of 450 : A er ap 

Ss J . nounces la 1€ rogram and apers 
leading manufacturers in the industry who 
are prepared to show you the way to new man) has arranged for seven technical 

own operation. sessions including the topical 
rofits in your perat lud ’ 
Make your plans to attend, now. Write the On CHlNSert, SNe: symnponieme 
Ane ; : dronics, on heat performance 

Exposition today for advance registration 
and hotel information. 


Committee (John Everetts, Jr., Chair 


corrosion and water treatn 
The papers selected 


residential heating subje 


14th INTERNATIONAL HEATING & AIR-CONDITIONING EXPOSITION 
480 Lexington Avenue, New York 17, N. Y 


the location of basement h 
ply outlets and the low frequency 


Management: International Exposition Company GP 26 bustion noise in oilburning 
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Thie ie all | need to know 
about nozzlee !" 











That’s right, it’s a Delavan, and when 
the service job is completed there is 
satisfaction in knowing you have used 
the best nozzle available. This means 
better fires, fewer call-backs and sat- 
isfied oi! customers. Never settle for 
less than the best when you’re dealing 
in precision controls. Dealers across 
the country find Delavan to be best. 








A birds-eye view of the Delavan plant in West Des Moines. 
In this plant can be found the most complete, modern nozzle design, 
testing and manufacturing facilities available anywhere 


DELAVA 


oa 
Canodian Representative. A Wi 
Ontor Limited, 12 Leswyn Rood 
P. ©. Box 608, Station L 


WEST DES MOINES, IOWA 
Toronto 10, Ontario, Canede 


America’s largest manufacturer devoted exclusively to the design and production of nozzles. 


eloil 





Theme of Boston Workshop is 
‘Selling Oil Heat for Keeps 


CCC ELLING Of HEAT for keeps” after new prospects 
S was the them f the second are genuine leads or 
series of sales workshops spon makes no difference 
il’s story 
Luncheon speaker wa 
Richard, top underwriter for t 
York Life Insuran 
New England and N 
ear sold $5 mill 
surance. Mr. Richard, w 


, > Hoots 
success to effectiv 


rugged 
service in 
fueling 
operations 


The new EVER-TITE 
DUAL-POPPETED 
FUEL NOZZLE 
with controlled speed 
Fine engineering — 
best materials 


For gasoline and oil 
service 


2s 
Easy shut off 
= 


Aluminum construction 
e 
Rigid or flexible 
tubes 

* 
All parts are completely inter- 
changeable with parts of other 
“190” nozzles on the market. 
Order from your Ever-Tite dis- 
tributor. 


EVER-TITE COUPLING CO. INC. 
254 W. 54 St., New York 19, N. Y. Early morning briefing session for moderators of Better Home Heat Council, Inc., 
Sales Workshop, which took place on September 16 at Boston's 1200 Beacon St. Hotel. 
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ONLY 


NEW MACK='COE.. 


give you all these profit-boosting features 


shoice of Mack engines—gasoline, diesel or turbo- 
charged diesel — from 150 to 205 h.p. 


Tilt-cab action for full engine accessibility 
Truck and tractor models 


Low step-height for easy entry-exit... flat floor (on 
40 series) for swift exits from either door 


Executive suite’’ cab engineered for comfort, fume- 
free ventilation and smooth-handling controls 


e Panoramic, wrap-around 3606-square inch wind- 
shield 


© Set-back front axle for 44:24 weight distribution on 
trucks and maximum front-axle loading on tractors 


e Advanced Mack steering systems for utmost maneu- 
verability 


© Air-boosted hydraulic clutch 


e Choice of Mack transmissions (5 to 15 speeds), 
brakes, frames and suspensions 


e 4- or 6-wheel models with option of famous Mack 


Balanced Bogie 


These compact cost-busters give you every feature needed for economy, 
bonus payloads, and fast action in and out of congested areas. That's why 
Mack Model N COE trucks and tractors are winning immediate acceptance 
by dollar-conscious operators throughout the nation. 


For the names of firms that are already cashing if on the advanced profit- 
power of Mack Model N's . . . or for a briefing on the Model N that will 
do as much for you—contact your Mack branch or distributor today ! Mack 
Trucks, Inc., Plainfield, New Jersey. In Canada: Mack Trucks of Canada, Ltd. 


MAC K first name for TRUCKS 























...Wwith an EXCLUSIVE 





SUNHEAT FRANCHISE 


““How come I make good money ? 


“First, I’ve got an exclusive heating-oil 
franchise...I don’t have to compete 
with any other SUNHEAT distributors. 
There are no gimmicks. There’s no mini- 
mum gallonage. The territory’s all mine, 
to build and to profit from. 


“Next, I’ve got a darn good product. 
None better. The Sunoco people tell me 
SUNHEAT is more than just a single 
oil . . . it’s a blend of many oils to make 
it good for home heating. I believe ’em. 
Never get any complaints. Helps sales. 


LEARN how Sun gets new franchises off to 
a fast start. Write today for information. 


“Right now, ’'m getting a wonderful 
‘rub-off’ from Sunoco’s multi-million- 
dollar advertising campaign. They’re 
introducing the world’s first custom- 
blended gasolines. More people than 
ever before know the name Sunoco. So 
it’s easier for me to sell SUNHEAT. 
And Sunoco supplies me with my own 
individual advertising program. Pays 
half the cost of running it, too. 


““One more thing. Sunoco helps me protect 
my profit margin. 


*‘What more could I ask?” 


FUEL OIL DEPARTMENT 


SUN OIL COMPANY 


Philadelphia 3, Pa. 





It pays to use 


Genuine 
Factory 
Replacements 


sarktroe®? 


VER the last twenty-five 

years scores of oil burner 
manufacturers have bought mil- 
lions of electrode assemblies. from 
us for their original equipment 
When you order SPARKTRODES 
from your Jobber, therefore, you 
are assured of getting genuine 


factory replacements. 





Wherever you are, there’s a 
SPARKTRODES Jobber near you. 
We back him with the greatest 
variety of assembly designs, insu 
lators, bus bars, cable and fittings 


available from a single source. 


DIELECTRIC 


_ PRODUCTS COMPANY, INC. 
Jersey City New Jersey 


Sales Representatives in 31 States and Canada 
Authorized Jobbers ©@ Coast-to-Coast 


August building Contracts 
add to Increase over 1957 


Board of Directors of Out 
plans Philadelphia Meeting 
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Here Knowledge Counts... 





In a chess game, it’s knowledge that pays 
off. And, when it comes to motors for 
appliance and equipment manufacturers, 
Emerson -Electric’s team of skilled special- 


ists (more than 100 engineers!) is ready to 
go to work for you now... with knowledge 
that pays off in your profit column. 


Remember .. . 


@ Emerson-Electric produces custom -engi- 
neered motors to meet your specific needs. 


® For more than 65 years, Emerson-Electric 
has been solving problems /ike yours. 


special knowledge 
k for you! Call, wire 
e Dept. M-339 to- 
The Emerson Electric 
St. Louis 21, Mo. re 


EMERSON-ELECTRIC of St.Louis - Since 1890 
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NATIONAL ASSOCIATION OIL HEAT SERVICE MANAGERS 

















The Service Manager as a talent Scout 


OIL TANK PLES: ae 
GAUGE ve me tee reco 


% DESIGNED FOR PERFORMANCE | eT ea hg 
x MANUFACTURED FOR QUALITY pawn food salesman wi 
*& PRICED FOR VOLUME SALES we vats d 





for oakp | ter 
12 MV I ssif king for pot . 

2 , I $ present serv 
and 


9 MV I Team 


W 


Thinking 


; oO bs 
P 5 
‘ E cil litine 

N parr 

| Hidden Talents sides 
f N 1 ere ees 
om 4 i nlir ~ T 











homeward Products Inc. : way : . :. Wher 





3420 S. W. 9th St. a1 ieoms. thes ih che: Meet 4 
DES MOINES. IOWA bot nd set Nor Let tin deans 


Wr. Dealer - ae en see. de quieren is 
Stock this fast-selling gauge with ieee | Sal be ther Gs oo 
many exclusive features not found ieee: Cid ks wll? Blow anscee } 

in higher priced gauges. What aie = 


WRITE TODAY FOR OUR LOW wag agp ole ae nara <r << 
PRICES AND SAMPLE GAUGE ee 
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Mr. Simon Dimet—recipient of this year’s award in civic 
affairs presented by the Niagara Falls Community Center Assn 


“Service calls? You can’t cut them 


1” 
out, but you can cut them down: 
says Simon Dimet of Simon Oil Co., Niagara Falls, N. Y. 





“Because Gulf Solar Heat has always 
been a clean-burning oil, I’ve never been 
plagued by an excess of profit-robbing 
service calls. Naturally, trouble-free 
service has also helped me make and 
keep thousands of good customers in 
the Niagara Falls area. 

‘‘Now I look forward to supplying 
them with new Gulf Solar Heat. From 
the reports I get, this oil burns so clean 


eloil 


and keeps burner parts operating so 
smoothly, I may have to disband my 
entire service department.” 


Well, not exactly, Mr. Dimet. But 
more and more dealers are telling us 
that new hydrogen-purified Gulf Solar 
Heat has pared their service calls to a 
minimum. Wouldn’t you like to be one 
of them? For complete details, just call 
your nearest Gulf office. 


Go one better 
go Gulf 





SOLAR HEAT 


heating oil 
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COMPONENT 


Because we do manufacture 
the vital steatite insulator, 
high alloy steel rod and 
brass terminals in the long- 
life ‘'I-CEE"’ ignition elec- 
trodes, we are able to give 
you lower prices and faster 
delivery. 

IGNITION COMPONENTS 
CO. can fulfill your special 
requirements in insulator 
material and tip design. 
IGNITION COMPONENTS 
manufactures the: 


1. Vital steatite 
insulator 

2. High-chrome 
alloy steel rod 

3. Brass terminals 

which is why we can offer 

1. Higher quality! 

2. Faster delivery! 

3. Lower price! 





In Pennsylvania 
Small companies do well 
Management Study for 1957 


Breakdown of Operating Costs 


Quotes on special designs 


—« f- i 
Ignition | * 
Components Co. 3 ! 


P.O. BOX 423 BLOOMFIELD, NEW JERSEY 
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To fill many specific insulating requirements, J-M 
Cerafelt has a wide range of thicknesses (1/16"’ to 2") 
and densities (3 lbs./cu. ft. to 24 Ibs./cu. ft.). 


2000F controlled in a fraction of an inch! 


Lightweight J-M Cerafelt insulation revolutionizes 
combustion chamber design... provides single package furnace 


Johns-Manville Cerafelt has made 
concept in 
furnace design. Now residential fur- 
naces can be more lightly construct- 
ed, with measurable gains in safety, 


possible a brand-new 


efficiency and noise-control. 


Furnaces can be fully pre-assem- 
bled and pre-wired at the factory, 
thereby saving heavily on installa- 

That’s because J-M 
nonrigid felt material 
won't damage during transit. And 


tion costs 


Cerafelt’s 


once in use, Cerafelt gives trouble- 
free performance. It is nonalkaline, 
chemically stable, and contains no 
corrosive agents. 

J-M insulation scientists originally 
developed Cerafelt for jet aircraft 
engines. Adapted for combustion 
chambers, it met and surpassed all 
expectations, exhibiting the many 
advantages of pre-cast refractories 
and stainless steel, without their 
inherent disadvantages. It controls 


heat because of high opacity to in- 
frared radiation and unusually low 
k factor at elevated temperatures. 
It is made from molten refined re- 
fractory minerals which are con- 
verted into uniform ceramic fiber 
felts, each fiber many times finer 
than a human hair. 

For complete information, with 
no obligation to you, write to Johns- 
Manville, Box 14, New York 16, N.Y. 
In Canada, Port Credit, Ontario. 





Liptaine GIVES YOU ae 


val 


Burners 


Counterflow 
Units and Utility 
Units. Burn either 


Gas or Oi 
Combination 


| N Yeor ‘Round 


._ 


Gravity 


Furnaces. = 
Burn either 
Gas or Oil. a 


Horizontal 
Furnaces 
4 Oil Burning 
izes 
4 Gas Burning 


(te 


Gas Duct 
Furnaces 
4 Sizes 


Winter Air 
Conditioner with 
Plenum-Type 
Cooling Coil 


Oil Winter Air 
Conditioner has 
Factory-Installed 

Refractory Firebox 


BOTH THE —— wens Sg 
NEW CONSTRUCTION) “2>" 
AND THE REPLACEMENT MARKETS 


Units. 3 and 
5 Tons 


@ In the revived and expanding market for new homes — or the rich replace- 
ment market — either way, you’re money-ahead with Luxaire Heating and 
Air Conditioning Units! 

When bidding for volume installations, Luxaire gives you the price you 
need — a stable price you can depend on — a low price made possible by con- 
verting cost savings from more efficient production into price savings for you! 

When appealing for the one-at-a-time old house job, Luxaire gives you 
the qualities you need — instant eye appeal, heavier construction, trouble- 
free performance. At the Luxaire price, these features mean an increased 
profit for every job! 

Regardless of the application, with Luxaire you do not have to choose 
between an excellent unit and a low price. For Luxaire gives you both! 


See your Luxaire jobber today! 


Assembled ...Wired at the Factory 


Gas Winter Air Conditioners and Counter- 
flow Units — 75,000, 100,000, 125,000 and 
150,000 Btu Input... Oil Winter Air Con- 
ditioners — 78,400 and 112,000 Btu Output 
Counterflow — 78,400 Btu Ready for 
connection to fuel line, electrical supply, 
14- and 16-gauge 
. » Available with high air 
deliveries for year ‘round air conditioning! 


ducts and thermostat... 
heating elements . 


C. A. OLSEN MANUFACTURING COMPANY. « etvria, on1o 
& 


HEATING & AIR CONDITIONING UNITS 
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Ontario oilheating Finesse 


In which our northern Neighbors display some five-year merchandising Imagination 


by Robert Gray 


. versation with Gor 
McM n, vice-president and 
Liquifuels, Ltd., 

ditor first learned 

lusive, oilheating 

pretty good 


different 


plete heating plant is installed, run 
around $30 a month or a little under, 


and this is subject to only slight 


changes from year to year to compen- 
sate for fuel consumption and price 


he financing arrangements for 


such plans are of course one of the 
early considerations. Because Liqui- 
fuels, Ltd., 


dealers the first visit was made to L. § 


handles such paper for its 


deVeber who is director of financial 
relations for this company. He ex 
plained that Liquifuels carries these 
credits by selling debentures to a To 


ronto bank at prime big-company in 


terest rates: in turn it charges the 


dealers one half ot 1 over these 
| , 7 ‘ 
rates, usually cheaper than the dealer 
an get locally, and local banks often 
it go over three years 
. hag ee 
The supplier advances to the dealer 
90%, iT the face value he paper 
nd the dealer Carries the 


%. The top limit 


remaining 


deal. but deVeber d 

kind of equipment the 

limit on such financing for an i 
Ual dealer 1s that it shall 


reas mable relati nst Ip 


mage 


The dealer can charge the buyer 


whatever interest rate he likes, but it’s 


most frequently 7¢ interest 


n the monthly r balance 


rates « 


The insurance is provided through 
the Marsh & McLennan agency of 
Toronto,- and this outfit also has 
branches in the United States 

The Canadian government provides 
a five-year plan in its Home Improve 
ment loans, but of course these can't 
embrace fuel nor service. Moreover, 
the average householder is a little gun 
shy on such loans because of the very 
considerable red tape, the family trip 
to the bank, and such 

The Liquifuels five-year { 
quite new, just started this year, but 
at the time of the August visit tw 


dozen dealers were using it. Some con 


at 
siderable persuasion is still needed to 


get it widely adopted, but the dealers 
who have tried it find it works 

The first establishment visited 
Gillies‘Guy, Ltd., in Hamilton 
company has sold at least 3,0) 
ordinary 


five year deals: in 


words they've simply given tl 
tomer five years to pay for the equ 
ment. But it was just this pas 
that promotion was started on tl 
inclusive package 

George D 


and sales manager of Gillies-Guy, t 


Langley, vice-president 


f a large telephone canvass, cov: 


every home in Hamilton, to learn 
Ww hat fuel Was being used and 


information. Then 


ncidental 


At Hamilton, McMehen, left, studies the proposal for a five- 

year all-inclusive oilheating plan with George D. Langley, 

vice-president, sales manager, Gillies-Guy Ltd., and Eric 
Griffiths, who is Liquefuels Ltd. division manager. 


Oitheating rental agreement is discussed by McMehen, le#t, 
with Louis Copian and Dick Watson, of Parfield Oi! Ltd. at 
Ottawa. This company finds the burner rental activity quite 
effective where many residents are Government workers. 


47 





Mid-city showroom of Boehmers’, Kitchener, and a group discussing the company's 
method of using post-dated checks for customer monthly payments. A year's supply 
is signed, dated and filled in, left with the company to be deposited each month. 
Left is Gordon McMehen, then Robert Boehmer and Lioyd Winkler, credit manager. 


Ottawa luncheon group, guests of Gordon McMehen, discuss with the editor 
Ontario oilheating conditions, and particularly the probable impact on the fueloil 
business of the new St. Lawrence Seaway. Front row, from the left, are Warren 
Plante, John Heney & Son, Ltd., and Hugh Dolan, Joseph Dolan & Sons, Ltd., both 
of Ottawa. Second row, from the left, Dick Watson, Parfield Oils Ltd., Ottawa, 
Harry Cool, George Hall, Inc., Ogdensburg, N. Y., Louis Coplan, Parfield, Oils, 
Ltd., Gordon McMehen, Liquifuels, Ltd., Toronto, and Lester Loomis, George Hall, 
Inc. Standing, from the left, John Argue and Tom Argue, F. W. Argue, Ltd., Ottawa, 
George Kaneb, Universal Terminals, Cornwall, Ont., Andy Ogilvie and Vic La- 
douceur of Independent Coal & Lumber Co., Ltd., Ottawa, and Mike Heney, John 
Heney & Son, Ltd., Ottawa. 


. « « « Ontario Merchandising 


mail campaigns followed, with one ap 
peal to coal users, another to oil 

As one of Ontario's larger fuel 
distributors, the company serves 


100 such accounts, last 1 
800 oilheating jobs and in 195 
ning ahead of that rate 
g five year deals. 
Most of the five-year 
versions from coal, just 
placements. Oiulheating 
too new to have many 


few replacements 


> department 


ndpoint that 
them run the f 
ill-inclusive pl 
buyer on a fi 
yuse and moves, tl 
>quipment is of 
les are registered 
has never had to mak 
under any five-year plan 
GilliesGuy also rents 
ilburners, but only in 
rental homes built by tl 
thority. Initially they 
heated, but the company 
rental burners into the total 
460 units. The renter pay 
for the full year. If 
next tenant usually will 
the rental. Of course 
provided in the monthly rate 
nally the burners were cleaned 
year, now only when needed 1 
capitalizes 
the cost of the burner and tank ($20 


Timken. 


“expenses the 


30% a year. The company 
where it’s principal 
brand) and installa 
tion costs 

The next day's visit was to H 
Boehmer & Co., Ltd., at Kitchener 
This company has been long estab 


lished in building materials and coal 
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and oilheating 
up an annual 
half million gal 


This com- 


SU five year deals 


i) 


f them were com- 


>quipment 


f the volume 


ilburner 
nlhe 


Durner! 
iting units 
unking them 
> 15 needed 


heet metal 


dollars per 
h prefer to hour- 
costs 


nmer saves 


surprising to 


1 year's sup 
which are 
de 
f : 


r of each month 


hecks. 
company and 


t an uncommon 


is just starting in 


jobs sold in June, 


his oilheating com- 
have formed a local 
oT Canada, raised 
at 


rative promotion 


1 , 


tising 


Oil 
Coplan and Dick Watson did the hon 
ors, This is a modest sizec ‘loil 
pany with six million gallon 


S1Ze, 


ne 


August il ct a f 


tr 
t 


ness 15 


Wy 


the cost of $77.40, Of the capitalized 


20¢ off 


40¢ per gallon and started adver- 
portion c is written the first 


The third day's visit was to Parfield 
Limited at Ottawa. where Louis 


year, then depreciated at 20% 


} 


declining balance each year 


fifth year they're carrying only 


m if the capitalized cost 
The 


for Ontari id tracts 


rental deals are fiv P ir 


at $6 a month including serv’ 


Ne 


We mean, 


installations this arly all are gun burners, and 


urth of 


from the fiv burners. Collections 


Aside 


he most interesting ph 


its burner r 


Ottawa 


mt 
I 


The St. Lawrence Seaway, above, the Iroquois control dam with lock, is a subject 
of much discussion among Ontario fueloil men. There will be a channel of 27 ft. 
depth, which will take smaller ocean tankers, but not the T-2 type unless they 
have been lightened to half load at 25 ft. draft. There is considerable agitation 
in Ontario to have the Seaway made free of tolls, including the locks, but the 
more remote provinces of the Dominion object to being taxed for the Seaway 
cost when they get no direct benefit. 


The Seaway will probably hurt the N. Y. State Barge Canal, by providing 
cheaper oil hauling to Lake Ontario points. In general, though, the Ontario oil 
men point out that the bulk of Eastern Canada crude and products are now 
handied in pipelines. There may be more benefit on the New York side. 


Among the water terminals to be benefited by the Seaway are the Kaneb 
layouts at Cornwall and Prescott, Ont., others at Sackett's Harbor and Kingston, 
a half dozen on the New York side at Ogdensburg and Copelands’ at Massena. 
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Replacing for Protit =! & ina 


Ray Nathan makes Money, 
and his Customers save Money 
on quality Improvements 


by William J]. Stei ] rlying concept of the plar y comparing the fact 
tated by lathan as t homes in tl 
we DISCUSSING gas heat n feel that ‘ nd through means of eff 
petition, Ray Nathan, president tion t ir customer and ‘hen a fuel consumpt 
of Ray Nathan Oil and Air i high, tl D 
tioning Co., Inc., Freeport 
stated, “The extent the oil d 
hit is not due to the activity 
man—but rather the inactivit 
oil man.” 
“Inactivity” is not 
Nathan's personal, business 
or community life. By me 
own activities his modest 
of about 12 employees, wh 
siders associates, are stimu 
constantly working for the 
ment of their business, Ever 
sales spotter. He is constant! 
alert to pick up new 
to sell some heating equipment 
A basic philosophy pern 
their thinking. The sale 
ion of oilheating equipment 
toward making 
This satisfaction is figured 
giving the customer a mor 
heating and domestic hot w 
operating at the lowest | 
This philosophy has tl 
bringing in new accounts, T 
owner is proud to own 
considers a good buy, Fr 
discusses it with his 
friends. Such referrals 
main source of growtl 
Nathan's firm 
All of this leads 
technique used to sell 
Ray Nathan calls this 


master pian 


SOCCSS SSS SS SSCS SESS SESS SSS SE SEES SEESSEEEEESESEEESES SESE SS ESESESSSSSRESSEESSSESESRE SES SER ESSE TERRES REE EERE eee 


To sell replacements, Nathan has devised a master plan. The 
plan convinces customers that they must replace old equipment 
—they just can’t afford not to. Personal selling is the key; and 
it is bolstered by facts on both economy and comfort. 
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xplains that it is not 
wn long term 
satisfied customers 
his customer that if 
t Ne proposes, then 
tishied customer who 
If he 
y to a customer's 
fulfill his obliga 


siness to him 
iler comes along 
then Nathan 
the entire ac 
ys bear in mind 
il gas utility 
ient oilheating 
wit! { ther fuel 


$s this appr ach 


arn ~~ oe i 
a z< 





of savings, he then embarks on what 
is needed to accomplish this goal. The 
cost of this replacement is immediately 
converted to a monthly figure, com- 
puted by amortizing the total cost over 
a five-year period at a local bank 
This monthly figure is usually com- 
parable to the savings involved. Thus, 
Ray Nathan points out that the re- 
placement or addition would cost them 


1 


very little or nothing as compared 


with operating the original equipment 
for the next five years. In addition 


they will be assured of better heating, 


j 


Detter di mestic hot water, and the 


value of their own property is en 


anced because of superior equipment 


Moreover, when the payments are 


] 7 
ompleted, the savings will appear as 
jollars and cents in their 


Nathan noted that it 


wn pocket 
is important 
t to overwhelm a customer initially 
with a large figure 


The approach 


show the monthly savings, then show 


1 
ex mpie, da 


first must 


how this, on a monthly basis, will 
for the replacement, without any 
lay of cash on their part 

The f this “M.P.” 


plained by 


is better ex 
means of examples 
Nathan's records st 


tomer “A” 
between April 16, 195 


used 2,3 


1958, for heat and hi 

vered a total of 6,141 
This customer's fuel consumption fac 
tor was 200 gallons to 500 degree- 
days. After a detailed survey, it was 
felt that by replacing the burner, to- 


gether with some other rrective 


work, the efficiency of this systew 
could be raised to 200 gallons for 650 
degree-days. With the new fuel con- 


sumption factor this home should con 


sume only 1,800 gallons a year and 
perform at peak efficiency 

During the base year, before the 
change, with the original fuel 
sumption factor of 200 gallons to 5 
degree-days, this customer paid $29 
a month for 12 months for his fueloil 
Using the same cost per gallon figure 
and the same number of total degre: 
days, his new monthly fuel bill woul 
be about $22.25 per month, a savit 
ot $6.7 


5 per month 


Monthly Payments 
In addition, with the old equipn 
the customer paid $2.45 per m 
for the service and p: 
was reduced for the 5 year amortiz 
tion period to $1.20 a month. Thus 
budget payment 


his new monthly 


would be approximately $23.45 
month, which represents a total sav 
ing of $8 per month when compared 
with his previous budget payment 

> the necessary replacemer 
or additions in this instance requir 
the cost of $7.91 per month. This } 
to be paid to a local bank over a 5 year 
period. Actually, the replacement, in 
this instance, represented a net savit 
of several cents per month. Ne 
to say, the customer found it eas} 
make the decision to improve his } 
ing system. 

On this job only a burner and 
cessories were replaced. The question 
arose as to whether this could appl) 
where a boiler-burner unit was neces 
sary as a replacement, Nathan drew 
out another illustration of an actual 


installation from his file which we 


shall call customer “B.” This customer 
showed an annual oil consumption of 
2,620 gallons with a cost of $386.76 
per year for 5,920 degree-days. The 
fuel consumption factor for this cus 
tomer was computed at 200 gallons 


days His 


charge, over a 12-month period, was 


for 450 degree monthly 
50 for oil, plus $2.45 for the serv 

ice contract, a total of $34.95 
A survey revealed that to remedy 
this situation completely would re 
quire the replacement of the present 


equipment with a new boiler-burner 
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. « « « Replacing for Profit 


unit, plus some additional work t 
house. Such replacement would ¢ 
the fuel consumption factor 
home to 200 gallons for 8 
days. At this new factor tl 
should use only 1,440 
per year at a cost of $17.75 | 
Because he has new equipm 
service contract was reduc 
per month. 
Thus, his new total m 
for heating, service and parts 
The customer’s comparis 
with his previous payments 
drew his attention to the 
$15.95 per month. This imn 
opened his mind to the plan 
of this plan was cons 
monthly basis first. To acc 
the customer had to pay tl 
$17.47 a month for five 
of the $15.95 per m 
actual cost to the cu 
parison with his pre 
represented only $1 
this instance the owns 
his original equipment 
that he urged making 
SOON as pt ssible 
It should be noti 
discussions with the 
volved around monthly; 
monthly costs, and 
The monthly figure 
be the most understar 
the consumer. Thi 


hidden from the c 


indicated only after tl 


the opportunity to full 
plan on a monthly 
negatively for a m 
asked, “How do you 


1 


customer would have 1 
into his home and first 
he had an $84 
hands?” 

Has the plan work 
lies in the fact that tl 
in operation for the last 
half years. During that 1 
has averaged about | 
a year. Of this tot 
only one instance wh 
live up to expectation. F: 
through June 1958, h 
replacements or addition 
the cases explained. This 
following: 38  replacen 


burner units, 18 replacem 
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What’s the right Truck for Your 


Factors determining the Selection of a 2- or 3-axle Truck or tractor-trailer Combination 


by Matt E. Nuttila® 


2. A 3-axle truck requires proper 
weight distribution to maintain steer- 
ing stability 


3. Semi-trailer requires sufficient 
weight on driving axle 


A 


Poor weight distribution on a 2-axle 


truck can be dangerous 


a a tat ea ath athe Le ca a ee cl ci tl cl ct 
the tank 
igreed to 


Selection of the proper type of vehicle is the second factor to 
be considered when purchasing a new fueloil truck. The dealer 
has a choice of a 2-axle truck, a 3-axle truck or a tractor-semi- 
trailer unit. In this installment, Matt Nuttila explores the factors 
which determine the right truck for specific conditions. 

eloil 
oilheat, 


ith one of shorter 


r weight distribu 


Cities Serv 





. . . Truck Selection 

















ple fundamentals in order 1 
up with a tank that’s a 


because it doesn 





Otten it is necessary t 














@ 
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FIGURE 1 











the maximum weight per 


and still 








Maneuverability 


In explanation of th 
ability rating, it is confin 
hicle of average length f 
For instance, it is possible 
ceptionally long 3-axle tr 
more accessibility-limite< 
locations than a relativ 


pled semi-trailer 
Traction 


Traction is especial] 
the winter months 
pendent on the per 
weight which is support 
ing wheels. Naturally 
hicle, assuming two driv 
the rear, shows up best | 
10 tires, all are driving t 
except the 2 front tires. TI 
80% of gross weight 
wheels is the highest of tl 
type vehicles, and is advant 
cause chains are seld 

However, this typ 
be troublesome from 
standpoint because it ri 
definite amount of w 
front wheels. If ther 
weight, the tandem ax! 
follow the front wheels 
turned. Usually it is pref 
a minimum of 20 of tl 
of the vehicle on the fr Weight Distribution 
conventional type vehi 
ly more, or 22%, is requir 
front axle of the cab-over 
This minimum ratio sh 


tinued as the vehicl 
Traction—Semi-trailer 


The traction ch 
tractor semi-trailer 
from the 2-axle and 


in retail fueloil operatior 
axle unit. A typical desigr 


lbs. on the front axk 


54 











FIGURE 3 
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FIGURE 4 











Fig. 3. Typical weight distribution on 
single axle tractor semi-trailer—43°%> 
of gross weight on driving axle. 


Fig. 4. Typical weight distribution on 
tandem axle semi-trailer—33°% of gross 
weight on driving axle. 
November 
1958 








Regarding the determination 


proper weight distribution on a tra 











tor semi-trailer, the procedure is some 
what similar to the previous illustra 








tion covering the straight truck, ex 











cept that in this case the position 


the king-pin is the basis for calcul 


ve mei the amount of trailer weight 
FIGURE 6 to be supported by the tre 











axles. The percentag 
weight to the front axl 
id weight which is A/WB and the bal 


iL 





would be the the tractor rear axle 
A” divided by dis 


ce rests on 





Over-all Length 
As trafhc density and parki 


ems increase, the advant igs 


n the result 


ink length FIGURE 7 
be modified ened vehicles becomes mor 











, especially in the larger s1 
the centerline of the Sey 
al ; Af es have regulations whi 
Exaggerated effect of weight change ae —r lnee euleted 
Netween the tandem ax! : mse uc 
wy eee between the tan | 
se any change in weig! 


n the rear axk 


Tractor Semi-Trailers—Weight illustrations 
Distribution which are in service 
w short ty pical vehi 
One mo ntroversial 


ler favorable state laws 
weight distribution and steering prot Regarding semi-trailer 


J 


lems is the locatx he | IGURES & and 9 s} 
relative to the rear axle of the acti all lengtl 

To begin with, it 

sume a well-lubricat 

is to eliminate any) 

bind when turning is fundamental n addition tw ax 


that in order to carry maximum pay shorter over-all lenoth. th 


it 1 > ecary fai tront x} " 
t necessary t front axk ‘ngine type tractor. be 


to carry as much weight as possible favorable dimension 


ii 


The obvious way to accomplish this an the fr 


Te show clk wintale ta 4 . 
desiraDie transfer of weight to move from 2. ) Ibs 


the fifth wheel further forward. It is weight off tl 


i the 


A shee oh nil 
sometimes argued that this results u ventional type 


situation where the tractor 1 1ed ‘more 


eae Wan os wid . shorter over-all length, wh 
turn desirable improvement 


eres Actually steering stability is mn The capacity involved will 
girected a — . . 
o3 ‘ impaired because more weight is with different states depending or 
following illus aga é 
r thrown on the front axle which in turn weight laws but the general prin 
00 lbs. re ne 

reduces the tendency to slide at that will permit comparative improveme 
mpartment not , 
especially critical point as indicated 


ight on the rear 





100 Ibs, but 
CONVENTIONAL TRACTOR CAB-OVER-ENGINE TRACTOR 
front axk 


ne = 5 oe = 35 ~~ 
1e exaggerated ef J | mie \ i \ 
ntagewilse, as the C) OC) C) 
of point A from 
~ = » -- 2\8 
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Training 


tor 
Technicians 


Pacific Coast Institutes 
conduct coordinated Schools 


for oilburner Servicemen 


EBSTER defines mec 
taining to manual 


manual skill 


aspects I 

potentially the great 

goodwill for the oil 
The Oil Heat In 

ington recognized 

education 

Service because 

making it imp 

to send a 

on the same 

the first oilburner 

Mississippi i 


schoo 


il 


eee eee 
six different f 
sessions: Bremerton. ” 
Mt. Vernon, Yakima 


More than 20 different 


The development of oilburner technicians is important to pro- 
vide the trained personnel needed to supply the skilled service 
oilheating customers have come to expect. In a number of areas 


of the country the local Distribution Division Chapters of Oil- 


manutacturers and manuf 


resentatives of princip 


; aie Heat Institute of America have organized comprehensive training 
equipment accessories 


tems conducted the classes 


classes for oilburner servicemen, designed to get the apprentice 
KO > ; . ‘ ys > ‘ > ; > sae » > ‘ ae v 
8 hours was spent on off on the right foot and at the same time enable men alread: 
Ge >, Deel in the industry to benefit from refresher courses. An extremely 
yeneral Industry Prob! 


Fueloils, 3 hours: Warm Air 
3 hours; Hot Water and St 


successful program has been under way in the Pacific Northwest 
since the Oil Heat Institute of Washington in 1954 started the 
first oilburner school west of the Mississippi. Carl Johnson, the 


Assistant Director, Oj! Institute’s assistant director, here relates how the courses are 


of Washington, Seattle organized and conducted. 
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SPP PPMP Rename; — <cllent, Above Average, Average, Be 
¥ we! low Average. In computing position 
: . in class each rating respectively is 
The Oil Heat Institute Presper gaa 
3 coded 4, 3, 2, and 1. 
of re The student with the highest num- 
: ber of points would be considered 
Washington i . 


highest in his class on genera 


IAPR 


« xe avenue ® 


“This certifies that 


Students were checked against 


Bs 


Bish 
iS 


cial rating which was requir 
State of Washington for V 
Rehabilitation students. Thx 


if 


aay 
CASI 


has graduated from the Alunual Ol Buraer Service Jechalelan School 
held thrw 
aad has satisfactorily showa prog: y in fieas aad laboratory problems 
elated to the field of O Burner Sereice 


RP 


Accurate — Inaccurate; C 


aN: 


<2 


Z 


Careless; Interested 
Rapid — Slow. 

After the Beginner C 
uation dinner is held 





3 


oa be 


i¥ 


CASE INT 


Xai} 


Bia puw: 


Tee. ee 


QCYAPGUR ys 


the students receive an 

certificate and a wallet card 
At the close f each 

student is asked to evaluate 


the subjects, curriculum 


serene Dem 


i = ~— pe ~ —s- — . ed i ¥ os pe "fee bo eee : z 
SEASSA SNA SIASIAREGS [OSG REA SUPRISE SHORT: 


teal wes + * ; 


: 


structors, visiting instruc 
ommendations that in 
ed, would best serv 

ests of new students 
Future plans 

course this fal 

men only 

idmitted 


more tI 


irv Distrib 


Ont of Ameri 


Each class ha 


f students who are looking for job sk a man to report 

The Ou! h fered free placemen working hours, the idea } 

service. To better assist a prospective posed to have a four day 

mployee the ute o in day course with controlled lur 

history on each applicant. In additior supper periods, Indications 
the program will be well 

Another Intermediate C 

late winter and another: 

Course in the spring 


igenda for the Education 


Beginners sch 
July 18, 1958, a 
ks from 8:30 A.M 
A total of 14 stu 
uurse, The State 
nal Education—the 
bilitation Division 
rested in the course 
whi . ror reasons 
uld not pursue 
Cost of tuition and 


1 


x by the State of 


Graduating students are standing, left to right: Fon Holt, Marion Maines, Robert 
total of 78 men was Chambers, Donald Kiel, Jack Beach, Paul Brill, Leonard Ryerson, Larry Hunter, 
HI of Wast Thomas Little. Seated graduates: Robert Freer, Fred Hines, Darwin Gilchrist, 
VHI of ashington Wallace Hampton and Merlin Evetts. 





Towards pulsation-free Combustion 


Oldtimer designs combustion Head to give silent Flame, free of fluctuation Problems 


by John W. Schulz 


WAY'S domestic oilburners 
highly de veloped Pressure 

ers, particulariy, have been ev 
their present form over suc] 
period, more than 25 years, tl 
men in the oilheating industr 
them not susceptible to further 
portant improvement 

That thinking, which gives n 
for major unprovements u 
burners, includes the conv 
these burners are too well 
for the development of any 
worthwhile ideas about them. C 
ly, this thinking goes 
theories and ideas cannot be 
then replaced with entirely 
cepts 

On the other hand, certai 
the-wool lovers of pressur 
have been sweating away maki 
and-night efforts to improv 
Some of these enthusiasts g 
to say that one problem still 
day, flame pulsation, can 
on the oilheating industry's 
interpret correctly what goes 
firebox of a pressure oilburner 

Such a man is Earl K. Sn 
signer of the oilburners mad 
Hart Heat Division, Avery Farm M 
chinery Company, Peoria, Illi: 

Smitty, is he is known wid 
oilheating industry, is n 
and newcomer to this 
does not attack old. establis 
he never beli ved Inste id 
the very ideas that guided | 
years, up to 1952, during 
worked on oilburners 

The conception that gu 
those 25 years is wrong 
now. He declares that this 
was holy to the designer 
popular pressure burners 
tion heads, and he says that is t 
of the flame vulsation and f 
trouble that plagues the 
dustry today 

For a fact, Earl K. Smith 
is correct in complaining that t 
trouble of that kind 
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Combustion head designed to produce pulsation-free oil flame. Parts include: 
{(A)—Throat-ring which has annular opening for primary air—this outer air- 
opening has vanes through which pass primary combustion-air (2) on its way to 
firebox; (B)—Baffle to reduce air-flow path within gun tube, and to cause formea- 
tion of (5), the important minor low-pressure zone; (C)—Oilburner gun tube. 
Fiame elements include: (1)—Oil spray from hollow-cone nozzle; (2)—Path of 
primary combustion-air, through outer vanes; (3)—Path of the small amount of 
secondary combustion-cir that flows to flame; (4)—Major low-pressure rone; 
(5)—Minor low-pressure zone; (6)—Flame; (7)—Void center of flame; (8)— 
Refractory material of firebox; (9)—Iinsulation. 


nite pattern 


ombustion 


(a) 


nozzle, 


tern which is determi 
certain flame shaps 
(b)—an air patterr 

gun-tube air-handling 


} 


cluding high-velocit) 
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letermined to give a 


pe than (a) is de 


ntrol and suc 

ng its own kind of 
mmediately on gain 
(a) loses strength 
(b). Relatively 
instant, force (b) 


wn, different kind 


nstantly on gaining 
ses strength com 


lame 


l again the f 


which force (a) 


W ith the flam« 


id forth trom 


phenomena 
ountered 
ar in the 


| | 
untiess musical 


Atomized Spray changes 


me weak 

(The op 

rce (b); th 

(b) is force (a) 

n the two forces.) 

he spray of 

nges greatly when 

f the flame shape, and 

ture could reduce its 
flame shape 

Smitty gives re 

cause of pulsation 

to describing it as 

firebox. First, the 

zed fueloil gains con 

f the flame. Next, 

iir, entering the fire 

ity, forces the flame 

nt shape, related to 


} 1 
rmed by the gun 


tube air-handling parts 

Each switch in flame shape can prov 
duce compression or expansion of the 
gases in the combustion chamber of 
the furnace or boiler. Concussion or 
shock is the result, and can lead to 
physical movement of the equipment 
Oscillations, from the flame, occur as 
slowly as a few times per second in 
some instances, and in other instances 
occur almost with the rapidity of 60 
cycle per-second alternating-current 
result * all this 
Smitty concludes, is the trouble of 


f] 
tle 


electricity The 
ume pulsation 


Ineffective Remedies 


Then he goes on t 


the folly of trying to cure 
tion by methods servi 
ly use now 

First, he says, they j 
ings in or around firing d 
servation doors, or in fronts « 
boxes. Such “breather” openings 
reduce or eliminate flame pulsation 
many installations, Smitty admits 
they are the equivalents of “air leaks” 
ind “gas leak * I 


emphasizes; they 


11 


made intenti 


ymbustion, including sox 


il od rs, to escape 


rurnaces 
when burners start during 
normal burner operation when chim 
neys are cold produce 
draft. The use of tl “brea 
penings increases 
greatly—wastes fueloil 
Second, Smitty says. servicen 
to cope with rulsation | 
justing smokepipe draft reg 
draft. That may 
work, says he. but where it « it als 


L 


excessive Over-frs 


wastes much fueloil 


Third. 


rates to try t 


servicemen reduce firing 
end pulsation problems 
by winding up with small, weak, 
powerless flames that do not vibrate 
ind pulsate. Smitty finds this as bad on 
efficiencies as building fireboxes great 
ly oversize tc start out, and says als 
that often it winds up with flames to 
small for proper househeating on cold 
est mornings 

Next come Smitty's ideas on what 
pressure burners need to be completely 
and inherently free of flame pulsation, 
and to produce flames that are both 
silent and tops in efficiency 


Flame pulsation is caused by tw 
opposing forces fighting each other in 
the firebox, Smitty concluded. Com 
plete details were given earlier. How- 
ever, briefly, one of these forces is the 
spray of atomized oil, determined t 
produce a flame of a certain shape 
The other force, in a burner that can 
give a pulsating flame, is an air pattern 
that is made up of high-velocity air, 
determined to produce a flame shape of 
different than the flame shape 
the oil spray tends to produce 


its own 
Smitty decided to eliminate any 
hance of a fight in the firebox, and 


to eliminate completely any possibili- 
ties of flame pulsation, by doing away 


with one of the above-described fi 

ing forces. He could not eliminate the 
spray of atomized fueloil, or change 
the nature of it in a pressure burner 
Therefore he did away with the other 
force, the air pattern mad 


velocity air 


Low velocity Air 


The principle includes having the 
combustion air enter the firebox at low 
velocity, and keeping the air vel 

low, in the firebox wher: 
enters the flame itself, that 
of air does not influence th 
the flame. The shape t tl 
controlled 100% by the spray 
atomized fueloil. Flow of air from 
end of the gun tube, and withi 
firebox, has no control wl 
over the shape of the flame 

Moreover at the proper place in 


haps three inches from the 


firebox, pe 
orifice of 

ured along the path taken by the oil 
coming from a hollow-cone nozzle) 


rl 
the atomizing nozzle (meas 


the injection or aspiration method is 
used to have the atomized oil draw 
slow-moving air into the path the 
atomized oil is taking. From this place 
onwards into the firebox, the atomized 
oil has full control over the combus 
tion air—this air is being drawn or 
tugged by the oil droplets, whose 
movement thus controls the movement 
of the combustion air, and determines 
the shape of the flame 

The foregoing words represent the 
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. . « « Pulsation-free Combustion 


ideas and intentions of the inventor t front. t t 
of this system for combustion give th it 
a pressure burner—that’s Smitt I mbustion) are tr 
Earl K. Smith, of course. This syste ronized rates. T 
is in use now in burners he designed vo flan 


65 to 1.65 gy] nd an sie tile 


which fire from 


How It 


operates 


Atomized oil (1) comes 
hollow-cone nozzle, which is 
under the usual pressure of I 
gher pressure in the rang 
to 135 lbs 
After 
| 


dri plets I 


or highe 
leaving the 
lave Momentum * t veT 1 . + 
measurable in feet-per-sec 

For 
after 


the first two inches 
leaving the nozzle 


atomized oil has such high v “eee 


and sucl 


1 great concentrat 
acts as a barrier which retard 
of combustion air throug] 
way (3), which surrounds tl Zz » tte ' a al 
Furthermore this same atomiz ee 

(travelling two inches after ving yee 

the nozzle orifice) forms a separat nek tonipins . oe 
wall between major low-pressure z ; os 

(4) and minor low-pressure z (5) 

The first two inches of tl 
oil spray has velocity too g 
concentration too dense, t 
ignition with resultant form 
burning flame. But as the oil dr ts eu) 
travel further, the wall the 
comes weaker; their velocity 
centration both decrease wit 
sult that a fine mist of atomiz 
draws in primary air from 
opening (2). 

The forward movement of 
droplets causes forward movem 
the air through which they trav 





the result that the moving oil dr 

tug air through primary-air opening 
(2) and into their path. Because th . 
static pressure is low in zon« Air rudder, located in blower housing, 
permits easy and instant straightening 
of an oil fame burning crooked in fire- 
box for any reason including imperfect 
nozzle, small parts housed in one side 
of gun tube (such as fueloil line going 
from fuel unit to nozzle line in gun 
tube), burner gun tube not aimed pre- 
cisely towards center of firebox, or 
lopsided re-circulation of products of 
combustion in firebox. Designed by Earl 


major low-pressure zone, primary air 
from opening (2) is given addit 
impetus to flow into and mix with tl 
cone of atomized oi!. The low pres 
sure in this zone has greater influence 
on the air around the cone of atomized 
oil than on the oil droplets 


the velocity of the air is relativ low. K. Smith, this rudder provides direc- 
thereas the velocity of th \ ' tional air-control from a location more 
whereas the velocity of the oil droplets than 90° up-stream from the blower 


is high. 
The flame is burning at (6) 
the left of this location is the 


cut-off point, and also behind (in the 
side-view drawing to the right) of the 
blower shaft. Smitty has obtained 
patent protection for this rudder idea, 
and for the pulsation-free combustion 
head described in the article. 


Just to 
flame 


front, where combustion starts. At 


flame mirror. This trates t 
presence and effect of 1 pr 
sure ZOr (4) 
That, then, is t t Earl 
K. Smith gives regardi: t I 
the combustion 
‘ mpanying d1 
H lares that | i 
tarts burning thr f S 
from th nor ( t 
r 2 wit fler ¢ tes) 
zzle t ratur I 
i ' 1 t 
} . 
H | 1 
t ns 
+ , Tr) rT 
\ its psolut K 
k I 
: , 
Z t rovid S S 
, aera 
Vv I iratt xX 
ehir + l¢ + + 
all 
RIe nal a 
s = ao 
Demonstrations 
. 
Prrmere usin ¢ 
beer monstr 
wW t oilheat 
rts to prove their { 
ons ‘ = ' yt 
irners' air intak vit 
tarily, to prove that tting off 
t mbustion air suddenly and con 
t an ; repeats d] I I t A iusé 
ilsation of the flan t t burt 
rs. The manufacturer of these burt 
rs has set a new high in the realm of 
ims and guarantees regarding tl 


pulsation-free combusti 


this burner even under so-called “im 
possible” conditions 
One assertion is that, though some 


burners are thought to give flames that 


pulsate more on installations having 
furnaces at different locations in bas 
ments, for this burner no particular 
location in a basement or utility room 
can cause any flame pulsation 

An accompanying drawing and ex 
planatory caption cover still one more 
idea developed by Earl K. Smith, a 
“rudder” that steers an oil flame. 
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“To outsell Gas’ 


B. Shivell* 


by K PK 


Zit ng with hardly any 


This year, thanks 





7 n 
e; 
s just i 
H go it became evi- 
nt that there is another great need 
I lheating dealer needs 
selling against gas 
In the f nalysis, selling becomes 
r. In heating. a sale 
1use ONe man sells 
r. Ar t is here that most oil 
t their salesmen have 
1 grav ndicapped. Often they 
ven't had tools to work with. A 
reat man vent even been sufh 
ncerning the rela- 
\ ! nd gas. And, in par 
if. fF ve lacked an effective 
visual sales presentation to help con 


vince prospect or customer that oil 


it 18 preferaDie to gas 
One company that always has been 
I S Hall ¢ I New York, 


pete against gas 


! is Coast m 
pany, of Newark, N. J. Coastal is an 


important supplier of heating oils in 
Middle Atlantic area, and for 

good many years has prepared pr 

motional material of various kinds for 


the use of its customers—that is, the 


dealers it supplies 
Something over a year ago, Coastal 


became convinced that its dealers could 
greatly benefit if they had a handbook 
f information on gas vs. oil and 
modern visual presentation that they 
uld use in selling. The 


ff the press only last month, but al- 





ready there is evidence that they will 
ve an impact on gas 
The first book in this set of tw 
volumes is a manual of selling guid 


ance packed with point by-point facts 
It demonstrates that oil heat is in 
trinsically and genuinely superior, 
since it can provide five times as many 
sure benefits as gas. It also spells out 
the truth about oil and exposes the 
i 


1 
fallacies and 


common misstatements, 
misconceptions about gas. In doing 
this, the manual incidentally sets forth 
step-by-step instructions for effective 
use of the visual sales presentation. 
The visual sales presentation, which 
is entitled and themed * 
fort for your Home,” 


signed to enable any 


Custom Com- 
is expressly de- 
il heat dealer 
or his salesmen to talk confidently to 
prospects and wavering customers 
In logical order and sequence, it 
convincingly sets forth oil heat’s su- 
periority. And it goes even further. 
Every oil heat dealer wants not only 


to sell people on oil heat, but on buy 





Maaual and sales Presentation 





provide oilheating Dealers 





with Help against Competition 





to tell his own story—to tell } 
serves customers and why a family 
should do business with 
The term “Custom Comfort” con- 
veys the idea of service tailored ex 
ictly to a family’s wants and desires, 
ind does so, moreover, with a sugges 
tion of luxury. The idea of 
Comfort™ enables a dealer to glamor 
ize and dramatize what he can pro- 
vide makes it more attractive 
and desirable and the visual pres 
entation makes it easier for him to sell 
The entire presentation is flexible 
Removable pages make it equally valu 
able to dealers who sell oil, equipment 
and service and those who sell 
one or two of these parts of oilheatin 
Physically, the presentation is con 
tained in a handsome loose-leaf cover, 
its pages are colorful and dramatic, 
and are laminated to be washable 
While the manual and presentation 
were developed primarily for the use 
of Coastal customers, its potential 
value to the industry is obvious 
enough that Coastal is also making it 
available to industry members outside 
the Coastal area for $14 per set 
This is a genuine industry service 
Coastal’s president, Wiley Butler, no 
doubt is expressing an accurate con 
viction when he says, “We believe 
that every oilheating dealer, and sales- 
men of every oilheating dealer, can 
benefit by using a set of these books.” 


él 








OHILI refutes Idea that home Buyers system, the break is nearly equal be 


4 . A tween users of gas and er f 
are ignorant about Fuels and Heating However, the satisfaction of the g 
users was frequently qualified by som 
THE YEARS of the post-war build ress their views on oil and gas _ dislikes.” 
ing boom, the glamour aspect : f flecté n the qualiti f omfort. Reasons for Liking 
housing, especially kitchens, bat! lit nomy and safety 
rooms and dens, have been so well nd convenier Both fuels Cleanliness is the main 1 nt 
merchandised that builders 1 real t tter than 80% satisfaction or liking gas heat. (Less than 49% of tl 
estate salesmen have ofte: imed t pt nomy, where gas il heat users give this reason for lik 
that the homebuyer looks for litt : t r satisfaction fell to 58.6% as ng it.) Speed and economy are tl 
But a recent survey among 3 \ tomer tisfaction of hief reasons for likir t.C 
homeowners in Brookhaven Tow: vemience was the next ranking reasot 
ship, Suffolk County, Long Is Interesting nly fair smal tor each fuel and econon men 
shows that about 97% of t rou] rt bout 14% re using Over 35% more uset ; stat 
was concerned with and awar tt I rel nt t their reason for iki 
kind of heating fuel to be t ; ratner that 
time they bought the house. : Comments on specific Qualities 
light was as startling to th ae Pee ee 
of the survey, the Oil Heat I poeigs 
of Long Island, as to any \ A ) 
Aware that both the publi t t. t ? bs : ; m 
builders were being confusec rs ted g t ‘ yg : : 
mass of contradictory claims < os , 
heating systems and their fu ree 4 : a 
Institute undertook this surv wien laa ae 
find out what homeowners lik 1 \ whaailes . 
didn’t like about their heating ; ae : et 
as to find better ways to protect bot r systems. Almost a thir aes 
the builder and the consumer t t ee 
z ; ( fort: A s f 
While the sponsors expected to f nst O1 t t tl — ;, f 
many new buyers who were nov t t ngs. W t wu ; — eee ' 
the whole problem of heating, t that about 94 ti a ome : 
had not anticipated that 61% of t t I N i at 
group interviewed had never befor S ty al t t - oor 
owned a house where they t t red I " CI 
ply the heat. Almost all of t I t mes ; is . 
; r granted | f 
had been in their homes under thi \ I t nP : ;' ‘ 
years r Homes ’ 
Questions revealed that w m Suffolk County, N. Y. for - ne a : 
‘ ked abour | fg 
buyer knew the kind of fuel t indrews | . lr , — 
used, few understood the elements of N rork, N. Y. All thr ndr a ape , 
the heating system. Such tert S I ITVe} I I \ ca P HEN A 
“forced warm air,” “two-zone systen r Patchogue, N. ¥ 7 w : 
and “instantaneous tankless Sil I findings r rted. “Or = 
ply added to the contusion t I I Dot nd 1 Desire to change 
Dislikes in heating. as determined med that ¢ re Satis Only 3% of tl r t 
by the survey, were aimed stly at ver, ther tista il would think of char their f 
variations 1n temperature in different rh t no! ng o1 whereas 7% of the users of 
rooms and at uneven heating. B like ¢t hance Neit 
it was recognized that t t t nomy of heat ny specific re f 4 
marily problems of distribut nments tak rom t ey : 
control, a further att mpt w | i rt The Institute expect t ‘ 
to isolate preferences in fu ults of the survey to ir sta 
as types of systems. Wit General Reaction tion standards for all Lor Is] 
systems the level of satisfact home heating. At tl ” 
high—93%, as compared to 8 ’ rity of ners lik ffords excellent backer _— 
faction with gas heating ’ t nt heating tel ¥ th for selling and promot t 
Those interviewed wer | n 8% wil a ee tions 
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Science of 


combustion Testing 


by W. B. Adams 


Y° : make combustion 

tests. For lburning equipment, 

these are strict mparable to miles 
r automobiles 

Luckily, in the field of furnaces and 

ised tor heating, and even in 


ter heaters, the stack 


s the important loss. That makes 
things far r than they would be, 
if this were not true 

Every furnace or boiler 
which is tremendously inefficient, 
which wastes 30% to 40% or more of 
the heat fueloil its owner buys, 
Nas an int rably high stack loss 

The stack loss is the chimney loss, 

f irse. Having a stack loss of 50%, 
boiler permits 50% of the heat in the 
fueloil burned to escape from the boil 
r through its smokepipe connection 
Hot gases that flow from the boiler 


ipe contain this heat 


It winds up going from the smokepipe 
to the installation’s chimney or stack 
hence the term “stack loss.” 

For most boilers and furnaces, and 
this includes more than two-thirds of 
those installed and serviced by many 
vilheating equipment dealers, the stack 
loss is the only loss. These units are 
insulated so that they do not overheat 
the rooms in which they are located 
Or if they are not especially well in 
sulated, the heat which escapes from 
them in winter, for lack of better 
thermal insulation on them, is needed 
to keep the premises around them 
warm enough 

If the stack loss is a boiler’s only 
loss and represents one-third of the 
heat in the fueloil burned in the boiler, 
then two-thirds of the heat in the fuel 
oil is absorbed by the boiler and serves 
its owner to good advantage 

Common-sense figures and interpre 


tations can be learned and used quick 


Photo at top of page: This complete combustion test set, made especially for 
oilburner engineers and servicemen, includes instruments for testing draft, smoke, 
CO., and stack temperature. This particular set includes draft gages of two 
types. Instruments eliminate by-guess and by-golly from the work of adjusting 
cilburners and evaluating the efficiencies of oilfired furnaces and boilers. 








Ever since portable combus- 
tion-testing instruments for 
oilburner men first were made, 
back in the late 1920's, excel- 
lent authorities have been 
warning the oilheating indus- 
try that to do best every one 
of its installations must be 
combustion tested regularly— 
but that such testing was not 
being done. Now more than 
ever, on-the-job combustion 
testing is needed . . . to im- 
prove the performance of typi- 
cal installations, and so to give 
oil heat an extra advantage in 
its fight against competitive 
fuels and heating methods. 

This article should give old- 
timers in the field of oilheat- 
ing additional inspiration and 
incentive with respect to the 
combustion testing they do; 
the article has new points for | 
oldtimers. Also, it should give 
newcomers to oil heat an edu- 
cation on the “why” and 
“how” of combustion testing. 











ly, after an oilheating specialist starts 
using the combustion-testing instru 
ments that evaluate stack losses 

To ascertain the stack loss numeri 
cally, and eliminate any need to do 
guessing about whether a furnace or 
boiler is efficient or inefficient, all you 
need is two readings from combustion 
testing instruments. You need a COz 
reading, representing percentage of 
carbon dioxide in the flue or smoke 
Pipe gases and obtained through use of 
a COs tester; and you need a stack 
temperature reading, obtained simply 
by use of a thermometer with a long 
stem that you put into the smokepipe 
to find out the temperature of the 
gases flowing through the smokepipe 
and on to the chimney 

You apply the COz reading and the 
stack temperature reading to any stack 
loss table or equivalent device, and you 
quickly ascertain the _installation’s 
stack loss figure 

The accompanying stack loss table 
is condensed, for it appears here only 
made. 
(When you actually use a set of com- 


to illustrate the point just 


bustion-testing instruments. you'll use 
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. « » « Combustion Testings 


Condensed Stack Loss Table 


/o 
% Excess —Stack Temperature 
COs Air 400 600 800 
14 7 13.1 17.5 21.9 
12 25 14.1 18.9 
10 48 15.3 21.1 
8 8! 17.2 24.0 
6 142 20.8 29.9 
218 26.4 39.4 


the more c 

equivalent, 
Using the acc 

table on an 


roud 


p 
hgures 


temperature t 
companying 
for these tw 
loss of 52.4 
heat in the fuelo1 
( il the wner 
The effici 
er or Tturnace 
of the heat in 
true. however, 
room is not overheated 1 
gives the additional | 
That 47.6% 
ot 


Using th 
table on a tt 
you may find tl 
the figures of 
stack temperature 
corresponding 
Substract tl 
obtain 85.9% as the 
fisured on this 
equipment room 1 

A study of the tabl 
the stack loss to b 
the stack temperature 1 
low, but the COz 1 


For 12% 
stack loss will 
the table, if th 
as low as 400 

2%, the st 
er, 28.5%, 


reading is as hi 


Consider tw« 
ing a stack temp 
600°F.. one showing 4% 
other showing 12% COz. T 
600°F. and 4% COz 


of 39.4% according t 


64 


November 


1958 


Pre-test 


1 adjust tl 


1 
>CKeT 





Chicago, Il. 
OILHEATING 


At the current pri 
was made, of 15.6¢ 
find a cost of 11.1¢ 
Tage capacity 
he | 


users sto 
fuel. If 
he cost 


nas a 


rs who 
346.000 


average 


nals or simular 

does not have t 

the tanks; and 

tomers pay Dy monthly 
. , 

tueloiul supply 


; 
uy abou 


year s are 


street « 

il heat 
devel pment 
stances. has Market Concentration 
streets 
in th 
has proven that 
rn, automatic heat 


itch to another fuel 


: phasis on the large 
with only a modest 
medium sized outfits 
estimated distribution 


Competitive Fuels and Costs bate 
lave 


40% 
to Illinois’ coal 
Chicago has re 

lume than is typical 

he past five years 


age in the market. In i 
ber of small companies 


Chicago fueloil distrit 


MARKET REPORTS* 


he fueloi 
TALARM sig- 
he driver 

} to check 
where 
for their 
popular 


the con 


cus 


cooperating 
area 


Th en 


nicago 


ution places em- 
1 companies 
done by the 


shows the 


The fact that the smallest size operators 
of the trucks would not mean 
that they do that share « 


f the total gallon- 
ery large num- 
resembles 


Boston although it does not have 


a degree of oilheating cx 


Oilheating Equipment Sales 


Chicago oil men estimate 


all oilheating ] 
made by companies 
business; they estimate that 4 
in by general heating or plun 


id the rem 


1! 
installations 


Nat are if 


pecialists or 
fuelou 


ce 


with 
», with 


cleanup 


tract 


tials 


re al 
doubt due to hi 
Annual servi 


rvi 


average 


he nimum 


averaging $6.41 where 
$7.29 where ther 


Advertising Promotion 


A moderate amount of 
pany advertising of fueloil 
by the major companies, say 
of the men questioned, wit! 
equally divided between saying that t 
do quite a lot or very little. However 
in all other markets studied, they j 
ly all of the emphasis (83% in thei 
ion) to be on the oil itself with rel 
little promotion for oilheating as a fac 
About a fifth of the local fuel 
tors also do considerable private advertis 
ing. These marketers spend an average o 
$2.40 for advertising for each oil 
they have. Some figure it in percentage « 
gross sales; on this they report 2.3% 


* distrib 
li GistTiDU 


accoun 


t 





iminous coal sell at 

w of carrying it in, 
at makes the typical cost 
il, from Western Ken 
4.45. The hand fired has, 
Btu so this would make 
m 5.7¢. Stoker coal of 
figures the same cost per 


Cook County 
Du Page County 
Lake County 


Total 


sts show the usual varia 
1e application of the 
monthly weather severity 
Distributors’ Association 
2 month by month analysis 
cost in the city of 9.6¢ 
00 Btu). In the suburban 

es 9.3¢ per therm. 


we Trucks 
per 
Company 
10 or more 
6 to 9 
3 5 


1 or 2 


*Copyright 


\ilheating Market Reports, 
424 Madisor % | 


4 
Ave., New York 17, N. 





680.905 
18,475 
17,035 


716,415 


Number 


of 


Companies 


19 
14 
35 
301 


36% 


Percent 
of 
Companies 

5% 

4 

9 
82? 


100% 











No. 4 


vear-round airconditioning 
INCE 1918 the National W 


| 
S Heating & Air Condit 
sociation has spent a half a million d 
The 


gram was undertaken originally 


Research Residence 


lars on cooperative research 


recommendation of Arthur C. W 


lard, Professor of Heating, University 


of Illinois. The group had de 
establish an installation code 
covered that accurate design stat 
could not be set up until he 
ties of furnaces were detern 
methods other than “poun 
iron.” 

Thus, instruments we 
laboratory experiments 
formed at the University 
data established reliable 
standards for the furnace 
ponents. But, unless these sc 
sults could insure the corre 
tion of known equipment 
ards to provide comfort, they 
complete. Hence a more 
search program got under 
the Association decided it 
Here 
table of accomplishment since t 
@ Research Residence No. 
1924. A conventional, larg 
story colonial type house 
its kind specifically designe 


a research residenc _- 
in 


heating and airconditioning. ¢ 
and 


studied and tons < 


oilfired heating sys 
of 
develop calculating met! 
urement of cooling 
summers of 1932 to 1938. M 
refrigeration and night 
explored. 

@ Research Residence No. 
1947. 


with 


in Low-cost, st 


one 
a basement to study 


ceiling panel, conventiona 
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will investigate 
\ pplications 
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Residence No. 3 bi 


cooled condensing unit 
vard diffusers in the 
the 


walls 


mounted 


I WA 


sick 


” above 


middle level: dead 


~mbedded in the 
h floor diffusers 11 
idual extended-pl 
ror middle and 
icl level gets ct maditi 
its own trunk duct: z 
ich level 
Also, the hous 
blocking off portions « 
tudy year-round condi 
itions in single, tw 
rating ground fl 
. F] 


isements 


house under windows 














November 


1958 








Table for Btu-Kilowatt 
oil-preheat Problems 


Because many existing residual-fueloil Installations 


need larger oil Heaters, Servicemen need sizing Data 


Dupuis 


pumping troubl 
tions. The vacuum-g 
some installations 
factory 8” or 
when the mode 
oil was deliveré 
may reach the 
This means 

On many 
zontal rotary 


Tew y 


need 
Conversati 
servicemen reveal tl 
, 
ly want to know 
electric fu 
j rt 
needed results TI 
ee ee ae a 
that they ve learned ti 
f one high-capacity 
1" 
ailing installation 


In many 





COMMERCIAL & iE Btu-Kilowatt Problems 


= INDUSTRIAL 
oilburning 


but usually it costs far less 
other remedy for the troub! 
The project of providing t! 
oil heater, piping it, wirin 
providing heat insulation 
sory equipment can form a — 
remedy for many installati 
When servicemen first start 


ing me questions about 


proper sizes for electric 
No. 6 oil installations, I ansvw 
terms of “Thumb Ruk 


“Thumb Rule B,” widely us 


gineers who plan new 
outs 

Thumb Rule A: Ons 
heater capacity will raise tl 
ture of six gallons of No. ¢ 
one hundred degrees Fahrer 
will increase by six degri 
heit the fueloil going thr 
at a flow rate of 100 gallon 

Thumb Rule B: Ti 
temperature of one gallon 
oil by one hundred degrees 
heit requires 150 watts 
heater capacity. 

Whereas heating engineer 
quickly to the significance and 
use of such thumb rules, I s 
out servicemen do not 

Given the above two thur 
certain servicemen could 
start putting them to work 
tried to use them, and w 
greatly in error. One man dé 
install a two-kilowatt oil hi 
suction line that needed ten k 
of heater capacity to produc 
sults he had specified 


Table solves Problems 


The result was that, finding s 
men needed this, I produce 


companying Btu-kilowatt table 


solving problems of sizing oil preh 


ers, particularly electric preh 
Column “A” of this tal 

simply the gph flow rate of th 

that will go through the heater 
The basis for Column “B” 

It is in terms of “per 10°F 

the temperature of the No. ¢ 

that flows through the heater 


68 


I 


) 














er. 


eds a 
sort the 


iving t 


false, high re 


uld De 
fuel 
no matter wv 
fueloil-line thermometer 
temperatur 
he heater. T 


ading caused 


riping conducting heat fron 


heater to the 
thermometer 
stream from 
ticularly imp« 


heaters 


The use of one electrical 
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thermometer, | 
at least three fe 
the heate r Tha 


rtant for indirect 


kilowatt, 








ANOTHER PARACOIJL propuct 


TYPE "VUF” 
VERTICAL TANK SUCTION HEATER 


for underground storage tanks 


Designed to simplify both installation and 
service. Heater is suspended from tank man- 
hole flange. All connections are outside the 
tank. 

Uses hot circulated fluids as heating 
mediums — insuring positive suction tem- 
peratures. 

The simplest method of preheating fuel oils 
and other viscous liquids in underground 
storage tanks. 


All service con 
nections are out- 
side tank in a 
ground-level ac 
cess chamber 


Top end chamber 
can be removed 
to expose tube 
ends for inspec- 


Only normal depth tion. 
from ground tevel 
required 


ce aes 


Entire tube bundle 
can be removed 
without breaking 
product suction 


Self-venting 
suction chamber 


Hot return product mixes with fresh product in suc- 
tion chamber, providing an initial temperature rise 
even before the heating tubes are reached. 


Available in standard sizes and capacities for vari- 
ous product fluids. 


Alternate Model (Type VSS) employs high pressure 
steam as the heating medium. 


Write for Bulletin 60-J1 


HEATING 
MEDIUM 
CONNECTIONS 


PRODUCT 
SUCTION 
CONNECTION 


\ 
RETURN 
PRODUCT 
CONNECTION 


~——. SUCTION 
SHAFT 


al SUCTION 
~~ CHAMBER 
VENT LINE 








SUCTION 
_— CHAMBER 


PRODUCT FLOW 


ee FROM TANK 


DAVIS ENGINEERING CORPORATION 
P r Plaza, New York 20, New York * Circle 6-5650 


eloil 





‘ae),’, MERCIAL & | . . .. Electric Preheaters 
INDUSTRIAL 1.56 kilowatt electric 
oilburning : : 





blem may be to raise the 

in a fueloil heater 100% efhcient temperature of the fueloil 30°F. If it 
would give the fueloil 3,413 Btu is, your kilowatt answer is in Column 
The energy in one kilowatt provid he numbers in this column were 
3,413 Btu’s when this electrical energ btained by multiplying tl 
is converted to heat. In imn “C”™ by thre 

Similarly putting one kilowatt-hour your problem is t 
into a fueloil heater during a peri he N 
of one hour gives the heater 
Btu's at the rate of 3,413 per h 

However, as the acct mpany ing Bt u 


kilowatt table is based on electric fu r temperature rises different tron +) ‘ 
TWO HEATERS IN TANDEM J 


oil heaters which are 75% 








according to it only 75% of th 





in each kilowatt hour actually s Electric fueloil heater arrangements de- 
heat the fueloil. The oil-heating signed to keep the heater elements sub- 
of each Kilowatt then is 75 {3 i my] nt flow merged in fueloil even though the in- 
or 2.560 Btu's. throu : t : vh t uf stallation runs out of fueloil. Having the 
es : a ‘ ae heaters considerably below the level at 

That 2,560 is a significant figus sai ie = which the return line and suction line 


Divided into each number in ( leave the boiler room also helps. 


“B,” it produces the corres} 
number in Column “C.” See tl 
ber 4,000 in Column “B, 


ample, which jibes with 10 
J 


rate for the No. 6 fueloil. The 
of 2,560 (representing available Btu 
from one kilowatt used at 75% 
ciency) was divided into the 4 
obtain the figure 1.56, next t 
000 figure and in the “C”™ 

Don't forget, in using this 
that the figures in Columns “B 
“C” are on a basis of a 10°F. r 
temperature for the fueloil passit 
through a heater 

Coming back to the 100 gp! 
rate figure: At this flow rate, t 
the temperature of No. 6 fuel 
10°F., 4,000 Btu’s be put 
the fueloil per hour—that number 
Btu’s per hour can be provid 





—— 


combustion draft is our business 


When you ®@ Made for induced combustion draft. 
® Housing and wheel are the only parts in contact with 


select a hot flue gases. 





Chassis serves as a complete mounting platform 
22 sizes to handle '/2 million to 24 million BTU 


WHITTY DRAFT 


| Motor and bearings easily accessible for inspection 


you 


indyucEo—— |... ——_ wit es 
DRAFT FAN PURPOSE 


WHITTY CO., INC. BOSTON 34, MASS. | 
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54 kilowatts listed 
25 gph. Adding 
you 2.81 kil 


Xrefer may 


5 0 


~— 
{) 


watts, for example. It 
ind you conclude 

is needed, you ll 
judgment in de 


nt chance 


kil 


st and extra spac 


having its own 
The heavy ele« 
ften must be bal 
three supply 


vn 
it 


TANKOMETER 


FOR MEASURING TANK CONTENTS 
ANY DISTANCE AWAY 


TANK MAY BE BURIED, 
ELEVATED, OPEN, 
CLOSED, VENTED OR 
UNDER PRESSURE OR 


VACUUM 
~ SZ, 
LN 


: | 
> 


\ 





ANY 
LIQUID 








Also gauges for: 

Barometric Pressure (Mercury Column) 
Absolute Pressure (Mercury Column) 
Pressure and Vacuum 
Differential Pressure 
Inclined Manometers for draft, 
pressure or differential pressure. 


SEND FOR BULLETINS 


UEHLING INSTRUMENT CO. 


486 GETTY AVE., PATERSON, N. J 





burner dealer frequently installs three 
heaters, arranged as the accompanying 
drawing shows, each of four kilowatt 
drawing 


size. Instailing them as the 


shows makes certain that, once the 
lines have been filled with fueloil, the 
heater elements always will be sub- 
merged in fueloil—even though the 
installation runs out of fueloil 

ruin the ele 
fueloil 


give current 


The certain way t 
ment of one of these electric 
heaters, of course, is t 
to the heating element when it is not 
submerged in fueloil 

Automatic electric fueloil preheat 
ers, added to troublesome rotary-cup 
burner installations, may be located in 
iny of four places to gain the par 
ticular advantages needed on the par- 


ticular installations; these locations 
are 

1. In the suction line of an oilburn 
er, or of a pump-set serving one or 
more burners 

2. In the fueloil-output line of a 
fueloil pump—the pump may be part 
of an auxiliary pump-set that serves 
one or more burners, or the pump may 
be part of an oilburner (if the burner 
design permits adding an electric oil 
preheater to handle all the oil coming 
from the burner’s pump) 

3. In the atomizing cup-line of the 
burner. An electric heater so installed 
will raise the temperature of only the 
fueloil that flows to the atomizing cup 
If the atomizing cup must have fueloil 
heated to 180°F. or 190°F. for efh 
cient and smokeless combustion, and 
if oil that hot can’t be obtained from 
an under-the-waterline indirect oil 
heater when the boiler is not steam 
ing, this is an excellent location for 
a new electric heater added to an al 


installed 


steam boiler summer and winter to 


ready burner that fires a 
provide hot water on tap 

4. In the return line, to send fueloil 
heated to relatively high temperatures 
(up to 200°F.) out to 


located in the bottom « 


a suction bell 
f a fueloil stor- 
age tank, specifically to provide much 
heat (contained in the returned fuel 
oil) to a suction line for the purpose 
of increasing the temperature of all 
the fueloil in the suction line and thus 
reducing the vacuum that must be de- 
veloped by the fueloil pump connected 
to the suction line 


Another reason why 
you need 


For single seporotors, write for Bulletin 
A-1882; for duplex separators, write for 
Bulletins A-1430, A-1431, A-1214 and 
A-1879 


Ge KRAISSL co. 


— 


y 295 Williams Ave., Hackensack, N. J. 


7! 





COMMERCIAL € 
INDUSTRIAL 
oilburning 


Midwesco, Chicago 
to new Building 


MIDWESCO, INC., formerly Mid-W 


Heat Service, Inc., has < 

move to its new building 

North Elston Ave., Chicago 22, | | ‘ Heating Society Officials 
The firm, started in 1931 : ; 
Unger and Erwin W. M 


has grown to prominent siz 


at Congress in Brussels 


let for industrial oilburning s 
The firm lists itself as sp 


combustion and airconditior 


Commercial-Industrial 
Shipments show Decline 


AUGUST SHIPMENTS of cor . 
2 Power Show to feature 
dustrial equipment fell : ‘ 
| . ace technological Progress 
the same month of 195 rd 

the Market Research Department 
Heat Institute of America, New 
Eight month comparisons indi 


1958 is 15% behind last 1 





SAFETY SWITCH 
Sarthe | Ceres An Expert— 

IF BLOWER FAILS 

= 


Oil Burners 
o 


THE COMMERCIAL INDUSTRIAL 
OILBURNING BOOK 


: ae ae Computing boiler load 
Industrial ° 
Ovens om Oe Selecting burner size 


Power 
Gas Burners 


Combustion volume 
Boiler types 


WHAT IT DOES ET rites emi 


Water tube boilers 
The Dewey Safety Air-Flow Switch protects against ‘ ; 


opening of fuel valve until fan is up to speed ae Selection of burner 





Insures purging of furnace before fuel valve opens. Closes ' . : , 
fuel valve if fan slows up or stops. Flashes danger signal ONLY $2.00 A COPY! And other valuable information 
if fan or fuel stops. Safeguards against danger from gas i ° 

fuel failure when used with safety shut-off valve 
Thousands sold. Factory Mutual and Underwriters Contains a series of articles of particular value to 


Laboratories Approved. Standard equipment on leading you, including 12 features by Kalman Steiner on 
products. Write for prices and literature. : 


DEWEY GAS FURNACE CO. Bag 


100 E. Baltimore Detro# 2, Mich. CIRCULAR 


the “Design of the Industrial Installation.” 


ORDER YOUR COPIES TODAY! 


Mem AN GMUTE | Fucloil & Oil Heat | 3%. %r7 
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Get your complete control systems 
~ for commercial and industrial burners 





rom one best source—Honeywell 


14010811 Q283~- V495—Pilot v4021~— 
Oil Preheat and Flame Detector Gas Valve Oil Valve 
Interlock Control 





ie 


Ca eo 
ug 
ww. 
M904E— (645— 


Modutrol Pressure Switch Pressuretrol— Modulating 
Motor High Limit Pressuretrol 


Matched control system for commercial-industrial oil burner 


Here’s why going All-Honeywell on your 
oil burner controls means savings in time and money 


© You work with matched control components, designed for 
easy installation; engineered to function together for years of Honeywell R478B Protectorelay, heart of the Honeywell 
control system for oil burners, the R478B is U.L. ap- 

proved; combines the speed, sensitivity and flexibility 
. ' . ics. ffers fast, sensitive electronic fame 
e Honeywell dependability—backed by 70 years of ex of electronics. It o the ee wd 

mae y y poe Ge Capenanee detection, dependable electronic timing. There's a dou- 
ble component check for added safety plus convenient 
, , . : bility. 
e You simplify deliveries and inventories. valtag? adleceniy 


trouble-free service. 


—reduces your call-backs. 


e You rely on one supplier responsibility, backed up by 112 
Honeywell sales-service offices throughout the country. There’s 


fast help when you need it. Honeywell 


e You choose from the most complete line of burner controls 7 in 

in the industry. Honeywell makes complete systems for Hori- iH Fins WE Coitiol 
zontal Rotary Oil Burners, Pressure Atomizing Oil Burners, 

Combination Gas-Oil Burners. For more information on these 

Honeywell Control systems call your local Honeywell Office. 

Or write Honeywell, Dept. FH-11-63, Minneapolis 8, Minn. 








How to RUN AROUND LESS 
and EARN MORE.-- 


AVAILABLE So ~  _ EQUIP EVERY SERVICE CAR with 
AT ALL (¢ ie fy 
SiD HARVEY STORES OG _\ SID HARVEY’S SERVICE PACKAGES 


Sid Harvey's Service Packages enable you to have the 
right part to complete the job on the first trip. No 
running around for parts. 


Avoid make-shift repairs, dissatisfied customers and 
costly “come backs.” 


COMPLETE SET cost ONLY $163.70 


(Does not include Pkgs: 11C & 11D) 


Other Harvey new and rebuilt replacement 
parts are listed in Sid Narvey’s catalog. It's 
FREE to dealers, write for it on your letterhead. 


EG Body 
Patent REPLACES 80% OF ALL 
Applied For 10,000 VOLT, 2 POLE TRANSFORMERS 


HARVEY 1 Universal Transformer Body 
ADD-ONS PACKAGE No. 76 5 Sets of Add-Ons 


GO WERE 12 Interchangeable Hi-Tension Terminals 


3 Wing Nuts and Bolts 


TRADE price $18.40 








Q 


FoR 
stuD 
MOUNTING 








12 Interchangeable 

Hi-Tension 

Terminals 4 . 

Included in 5 - 

Pkg. 16 . 1 4 old seporately os 
Harvey Package No. 6 


see left 


TRADE Price $3.15 


HARVEY 


PACKAGE No. 5A HARVEY PACKAGE 


YOU'LL HAVE JUST THE ALL YOU NEED TO REPLACE WORN, FRAYED 
IGNITOR YOU WANT — WHEN YOU WANT IT OR O/L SOAKED IGNITION LEADS 

17 Popular Ignitors 130 Assorted Rajah Terminals 

10 Separate Porcelains 1 Rajah Crimping Tool 


2 Radio Noise Suppressors In fitted canvas bag. Cable not included 


In fitted canvas roll TRADE PRICE $21 .85 
TRADE PRICE $1 9.95 100’ Roll Ignition Cable $5.95 
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HARVEY PACKAGE No. 2 





WAGVET WOTTLE SeOwIcE 
PACKAGE Me 2 


*25 Assorted Nozzles and Strainers individually 
packed in dustproof, clearly marked plastic 
contoimners 

18 Extra Assorted Strainers 

6 Nozzle Adaptors 

1 Nozzle Brush 

Pocked in spill-proof metal box 


trave price $24.95 


wn selection of nozzle sizes — Hollow or Solid Cone 


Standord ossortment of Solid Cone Nozzles furnished os 





HARVEY 
PACKAGE No. TIA 


Lovejoy 
3-piece 
couplings 


MAKES A FLEXIBLE COUPLING FOR 
ANY STANDARD COUPLING REPLACEMENT 
13 Metal end pieces 
15 Composition center pieces 
2 Metol center pieces 
2 Spline adaptors 
Packed in metal box 


rrave price $9.00 


HARVEY 
PACKAGE No. 77 


MAKES OVER 950 PUMP REPLACEMENTS 
© 2 Sundstrand hub type Fuel Units — 


Z one clockwise, one counter-clockwise 
66 7 Mounting Flanges 

©) 17 Mounting Bolts 

4 Nozzle Line Adaptor Fittings 

2 Shoft Bushings 


TRADE price $44.85 








HARVEY 
PACKAGE No. 124 


63 Assorted Fuel Unit Gaskets. 


A practical assortment of Cover, Valve and 
Strainer Gaskets used on Sundstrand, Twthill, 
Webster, Delco and Detroit Fuel Units. Costs so 
little — Saves so much. 


TRADE price $3.75 


HARVEY pein 
PACKAGE No. 11D : 
Harvey 
l-piece 
couplings 


ONE PIECE COUPLING 
REPLACEMENT 
FOR ANY STANDARD COUPLING 


4 assorted lengths (1/2” x 7/16” bore) 
4 assorted lengths (spline) 

5 Shaft Bushings (7/16" x 5/16") 
Packed in Metal Box 


trave price $9.84 


Package No. 11C Deluxe Assortment 
Same as Pkg. 11D except: 
14 Couplings and 14 Shaft Bushings. 


trave price $18.25 


HARVEY 
PACKAGE 
No. 38 


ONE MOTOR, EIGHT USES 


Replaces any standard 2, 3 or 4 hole flange mounted 
motor and any base mounted motor. 

1 Reversible 1/4 HP motor 
1 Adaptor flange 

1 Credle mounted base 





TRADE price $20.95 


WD WARN EN wc. 


VAALLEN STREAM, NEW NORK 





Oil Heat Institute revises 
domestic oilburner Course 


A SECOND PRINTING of “Domest 
burner Course,” as revised by Cl 


Insure you 
profits... 


Every time you install a Fulflo 
Filter you insure your profits against 
costly service calls due to oil 
impurities. 


Why Fulflo Filters? 


Because they’re dependable. 
That’s why dealers everywhere have 
made them America’s best selling 
oil burner filters. 

And they’re economical. The 
new green Honeycomb Filter Tubes 
are now available at substantially 
reduced prices. 


So insure your profits against 
costly service calls. Insist on Fulflo 
Filters and genuine 
Filter Tubes. 


Honeycomb 


Distribution Divisi 
riginal cours 


i by Oi-H 


COMMERCIAL FILTERS CORPORATION 


MELROSE 76, 
PLANTS IN’ MELROSE 


MASSACHUSETTS 
MASSACHUSETTS AND 


LEBANON. INDIANA 


els, combustion, draft, tl 
heating equipment, heating sys 
oilburner components and controls 
Installation princip!| 


tices: Combustion chaml 


TON 


ind design, pr 
stalling boilers and furt 
pipe and draft control 
setting and installing tl 
ntrols wiring, firing 
new burner 
Oilburner servicing ( 
urse): Instruction or 
f burners, emergen 
I ind 
cures of hig 
customer relations 
urse is divid 
lassroom work 


o practice 


National Warm Air Association 
plans Convention in Cleveland 


ECEMBER FOURTH and I 
for th th ans 
National Wart 

Air Condit 

etings will b 

Hilton Hotel in Clev 

The schedule contaii 


1OT 


Nashville Convention is held 
by Tennessee Oil Association 
ANNUAL fall convent 
Tenn ssee Oil Men’s Assi 
held at the Andrew J] 
Nashville, October 1 
Among the speakers 
Keresey, Esso Standard 
Dr. Kenneth McFarla: 
Motors Corp 





Activities of 


} #Cds 


industry association 


ilburner, 


l 





month 
, 


taries are invited to 


activities to the editor by 


thly in this debartment 


send repo 
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Typical bulk plont at Flemington, N. J., hos four Red Seal ticket-printing 
meters. High accuracy helps GLF’s 66 plants stay well within the industry- 
standard 2% overall loss factor. 


Meter-printed tickets help preserve fine relationship of trust between 
driver and patron. The 1500-gal. trucks have two 1/2” meters. 


GLF’s 120,000,000 Gallons a Year 


Metered TWICE through 6GOO Red Seals 


For 225 tank trucks and 66 bulk plants serving 70,000 farm 
patrons in New York, New Jersey and Pennsylvania, the Petro- 
leum Div. of Cooperative G.L.F. Exchange, Inc., has standard- 
ized on Neptune Red Seal Meters. 

What were the deciding factors? GLF officials studied their 
own meter records. They asked their servicemen . . . the men 
who test and repair the meters. Everywhere was evidence that 
Red Seal meters stay accurate with the least fuss and bother 
... and the lowest overall expense. 

Founded in 1920, GLF entered the petroleum business in 
1936. All products are filtered twice and metered three times 
. . . at terminals, bulk plants and trucks. Meter-printed tickets 
keep track of every gallon. 

This is just one more case history of the savings you too can 
make with Red Seal’s sustained accuracy and low maintenance. 
Ask the Neptune jobber in your area for details. 


Three service trucks, manned by skilled meter specialists, carry 
spore parts for all of GLF’s 600 Red Seals. The parts inventory 


is amazingly small and easy t an . Each truck corri 

50-gal a em The ne ae ey cicaseaed 500. N E P T U N E M E T E ~ Cc '@) M P A N Y 
al. prover. 

oo 19 WEST 50TH STREET © NEW YORK 20, N. Y. 




















Bronch Offices: ATLANTA * BOSTON * CHICAGO * DALLAS * DENVER * NO. KANSAS CITY, MO. 
LOS ANGELES * LOUISVILLE * PORTLAND, ORE. * SAN FRANCISCO (Millbrae) 
In Canode: Neptune Meters Ltd. . 1430 Lakeshore Rd. ° Toronto 14, Ont. 














- - + + Industry Groups 


Union County Association hears 
Oelbaum at September Meeting 


Heaney addresses October 
Meeting of Mona in Boston 


FRED HEANEY, president of Skaggs THE UNION COUNTY Oil-Heat Asso 
Walsh Co., Long Island City, N. Y.., ciation held I 
was guest speaker at the 234th meet ing at th 
ing of the Massachusetts Oil Heatin 
Association, Inc., held October 14 
the Hampton Court Hotel 

Heaney before 


meet 
Build 


oeptem 


its regular m 
Architects Display 
untainside, N. J 


Oelbaum, Liberty Fuel Co 
moving t New N rk and prk Essex 


| De n, was 


sident 
Ocelbaum 
Oil 


York some years ago had beet slers 


president and secretary of the omens 
ciation. His topic was “Creati | tl ice chairn 


ing.” 


OIL THRIFTY 


Herco provides happ 
all walks of life 


REASONS: fine 
competitive prices 


A type and size 
| 
BURNER UNITS—8 


40,000 BTU 


HOT WATER SUPPLY BOILERS 
7 00 to 1000 gph 
WARM AIR FURNACES 


ompletely assembled 


r free catalogs today 


HERCO OIL BURNER CORPORATION, LANCASTER, PA. 


Institute to issue Pins 

to qualified Servicemen 
ROBERT W. HUNDLEY, Wm. Steiner 
Mfg. Co., Newark, N. J., 

man, Domestic 

Education Com 

Oil-Heat 

of 


mittee, 
Institute 

America, Inc 
New York, N.Y.., 
announces t h at 


the Institute 


| 
plans t 
| 


specia 


I 


Long Island On1 sponsors 
Cerebral Palsy Telethon 


Fuel Oil Committee Session is 
scheduled during Apt Meeting 


M. BLICKENSDERFER I r On 

Co., will be the chairn 

Fuel Oil Committee 

ing the annual meeting 

ican Petroleum Ass 

vo, November 10-12 
The Committee whi 

the Division of Marketing 

its meeting on Mor 


he Congress Hotel 
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Retail Selling 


Credit and Collections 


Delivery 
Bulk Plants 


ame =@€«6©Advertising and Sales Promotion 


‘w 


6) 


iD 


Management training helps build 


profits for Atlantic distributors 





and practical training program—where 
sin together and tackle the toughest man- 
blems—is helping to build bigger profits 
sell Atlantic Heating Oil. 
eetings are real “shirt-sleeve” work ses- 
pads and pencils, facts and figures. The 
t training program includes these five major 
Retail selling; (2) Credit and collections; 
ry: (4) Bulk plants; and (5) Advertising 
ymotion. 


c brings to this program 88 years’ experience 


of petroleum marketing. To this is added 


Rochester, N. Y. 
Syracuse, N. Y. 
Wayland, N. Y. 
Newark, N. J. 
Trenton, N. J. 
Gloucester, N. J. 
Bridgeton, N. J. 


Boston, Mass. 
Akron, Ohio 
Allentown, Pa. 
Altoona, Pa. 
Exton, Pa. 
Greensburg, Pa. 
Johnstown, Pa. 


TERMINALS AT: 
Providence, R. | 
New Haven, Conn 
Albany, N. Y 
Binghamton, N. Y. 
Buffalo, N. Y 
Elmira, N. Y 


Lebanon, Pa. 
Mechanicsburg, Pa. 
Northumberland, Pa. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Reading, Pa. 
Williamsport, Pa. 


the personal experience of each attending distributor 
The result is an exchange of real workable ideas which 
help build sales, help improve profit margins. 

There are many other advantages of an Atlantic 
distributorship, including strong advertising support, 
engineering assistance, and a continuous, dependable 
supply of top-quality products. And premium quality 
Atlantic Heating Oil contains an advanced additive 
that helps reduce many burner service problems. 

For detailed information about an Atlantic distrib- 
utorship, call or write The Atlantic Refining Company 


at one of the terminals listed below. 


Spartanburg, S.C. [0 
Albany, Ga. A’ ‘ : 
Atlanta, Ga. Ai! LAN! he 
Griffin, Ga. pees 
Macon, Ga. 

Savannah, Ga. 


Jacksonville, Fla. 


Wilmington, Del. 
Baltimore, Md. 
Salisbury, Md. 
Richmond, Va. 
Charlotte, N. C. 
Greensboro, N. C. 
Wilmington, N. C. 
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Connecticut Association has 
one-day Management Clinic 


MEMBERS and their admi 
staffs attended a one-day Manas 
Clinic sponsored by the C 
Petroleum Association at Ber 
October 23. 

Herb Spade, E 
brought facts on * 
fueloil Customers 
existing Accounts.” 
ice Department Losses” 
by Bob Faweett, Robert 
Son Co.. Inc., Cambridg 
third speaker was Tim 
Raymond Kraemer C 
N. Y., wh 


a tough cre 


: Delaware Valley Dealers hear 
opic was : 
) 


: Pol ; Panel on employee Incentives 
agit Fohicy nd ret . 


ing your Customers.” 


National Oil Eqpt. Jobbers 
meet in Dallas for Convention 
Oil Heat Institute participates 

in Women’s Housing Meeting 

OIL-HEAT INSTITUTE of At 

New York 20, N. Y., w 

participating 


Women’s Housing 





WHISTLER 
fill-signal 


“7 


This improved, unfail- 
ing signal works on an 
entirely new principl 

fits into the vent-pipe 
inside the tank. It’ 
well-built, safe (Un- 
derwriters Approved), 
easy to handle, and 
Your profit-making, quality gauge ’ lower priced to bring 

for all replacement jobs! you more sales. 
For easy extra profit on 1 The Whistler —~ Model D 


— another fine product 


gage —the oil tank 2 


Emphasize its lasting . ft} 
from the makers of Galon- 





easy-to-read numbers. This better gauge ya . nes - 
little more — is the | gage, Guardian, Fil-thru 
_— e logical n ern replacement for ar 
previously installed gauge 
Galongage is easy to insta 


$ expensive to shij APPLIED MECHANICS COMPANY 


Kit 381-389 CONGRESS ST., BOSTON 10, MASS 
APPLIED MECHANICS COMPANY 
381 Congress Street, Boston 10, Mass. 
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YOU CAN'T KEEP A FUEL CUSTOMER UNDER WRAPS! 


3 Sensimatic account- 
ork on your degree- 
you know your 

ying to get fuel before 
that they’ll stay warm 


' 
‘ustomers: 


s your most efficient 


accounting— economical 
delivery routes, maximum fuel per 
stop, far fewer emergency calls. 
Because along with accuracy and 
simplicity of operation, it brings the 
all-important savings of speed. It cuts 
work load and costly man-hours. It 


degree-day 


provides a short cut to increased 
dealer profits. 


Our representative can show you how 
Sensimatic accounting can streamline 
your operation, regardless of its size. 
Call our nearby branch office or write 


gets statements out fast, helps make 
revenue come in sooner. Above all, it 


to Burroughs Division, Burroughs 
Corporation, Detroit 32, Michigan. 


HOW TO REDUCE COSTS IN 18 MINUTES! ASK TO SEE OUR FILM “BREAK-THROUGH FOR PROFIT” 


==> ‘ a 


in on the benefits of 


Wa ol 





Burroughs 
Corporation 
“NEW DIMENSIONS 


» 
in electronics and data processing systems 


Burroughs and Sensimatic—T M's 
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Philadelphia Fuel Conference 


has October Work Shop Session re wer 


: ilities fT 
FIRST OF THE season's business meet 
ings was held in the form of a Work 
Shop by the Philade ly ni 


October 


Greater 
Fuel Conference at the 
meeting. 

All members in good 
were guests of the Association at thi LHEATIN( 
“kickoff” meeting section of N 

On October 14 the grouy 
its sixth annual fall outing and 
Manufactur 


tournament at the 


Yountry Club, Oreland. Pa 
entertainment 
r non 


topped off with an ev 


East Carolina Dealers organize 
Group for oilheating Promotion 


PROMOTION in thy 


olina w 


rth Car 


tion has taken the name of East Car: 


ind recrea lina Oil Heat Council to tie in more 
golfers and the closely with the program now operat 


ning ing in the central part of the state 


Radio, TV, newspapers and 


billboards are being used 


later 
mot 
oil heat during the winter I] 
In the spring and sun 
astern centration will 
1s begun tobacco curing 
ma Cooperation 

rs within the telecast rang 

ville, N. C., and Was! 

is anticipated. Each 

irea will handle its 

al newspaper ads \ 

f the 


East 


county organi 
Carolina Oil 


North Carolina 


Jobbers hold 





feeding fuel oil reliably 


Asheville 


fall Convention in 


WEDNESDAY. Octob 


liscussi 


Managing a Servi 


Degree Day Deliv 


Other speakers duris 

ting which begar 
hn G. Wing 
Bank, and Dr 


\ 


for many years in thousands of homes 


TWO KINDS OF INSTALLATIONS. \ 
use Autopulse as a component 
complete oil burner installati 
can also install it 
ient line 
burner. 


later, in any 
location between 

Autopulse is both a “p 
“puller” 


No fuel lifter of comparable 1 
costs less. None has a better 


Electric 


AUTOPULSE Division 


WALBRO 


~ ass + ‘ n 


CORPORATION 


Out of Long Island proposes 
Code of Ethics for Members 


the trademark 
Ray N 


nsumers and hom 


According t 
hey are dealing wit 
hen they see the 
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GETS 300 NEW CUSTOMERS IN 8 MONTHS! 


300,000 gall 


ing Oil. 
his e 
Mi Boec} 


acine 
otner dist! 


Before selecting a supplier, he 


VI boss 
talked 
He says 


“I was c 


1 with 


juipment 


ts sold 


ck started his own fuel oil 
, 1957, and achieved excep- 
500 new customers 
ns of Texaco Fuel Chief Heat- 
wed a profit ... paid off half 
costs ...all in 8 months. 
President of Boeck Fuel Co., 
Wis., associated with 
itor, but wanted to be his 


Was 


many successful distributors. 


need I’d show a profit, in the 


shortest time, with Texaco. It worked out 
just that way. I was impressed by the 
ethics and sales policies of Texaco—and 
by Texaco’s good reputation among its 
jobbers.” 

The prestige of the Texaco name, the top 
quality of Texaco Fuel Chief, fine cus- 
tomer service and intensive new customer 
solicitation all contributed to Mr. Boeck’s 
fine results. He is now a successful Texaco 
Distributor —683 of whom have been with 
us for at least 20 years, and some more 


than 45 years. THE TEXAS COMPANY 


HEATING OIL 


It will pay you to team up with Texaco for a solid future. Call or write the nearest Texaco Division Office: 
Boston 16, Mass.; Buffalo 5, N. Y.; Butte, Mont.; Chicago 4, Ill.; Dallas 2, Texas; Denver 3, Colo.; Houston 2, Texas; Indianapolis 1, Ind.; 


New Orleans 16, la.; New York 17, N. Y.; Norfolk 2, Va.; Seattle 1, Wash. 


Atlanta, Ga 


Los Angeles 5, Calif.; Minneapolis 3, Minn.; 
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iter Portland. Sanford. Bath. 
nd Auburn, 


Fuel Deale 


Charles Burkhardt is Speaker 
at Southern Maine Conference T ; ioe ie 
ri 


ity rs 


THE Southern Maine Oil 
Heat Conference was held at the Fal 
mouth Hotel, Portland, on October 1¢ 
Charles H. Burkhardt, national secré 
tary, Distribution Division, Oil-He 

Institute of America was the speaker 


SECOND 


Washington Out issues Service 
for Builders and Architects 


OHI! Newsletter” has been 
1 by the Oil Heat Institute of 
The meeting was sponsored by ngton, Seattle, as a service t 


Maine Oil and Heating Equipment N 
Dealers Association, the Maine first 


building interests 
outlined the Associ 


= 
thlaln 


rthwest 
issue 


troleum Association, and associa idvertising and relations 


of fuel and heating equipment deal program now underway 


Nothing Beats 


STAINLESS STEEL 


_ for Combustion Chambers ; 





More and more oil-heat manufacturers are 
finding they save time, cut costs and im- 
prove performance by fabricating combus- 
tion chambers from heat-resisting stainless 
steel blanks supplied by Ingersoll 


Ingersoll’s special stainless steel is cor- 
rect in analysis to withstand high tempera- 
tures. It’s consistently uniform in quality 
and can be easily formed into a variety of 
shapes. 


You specify blank sizes, or multiples 
thereof (depending on size )—Ingersoll will 
custom shear it. And, from Ingersoll, you 
get the same quick handling on large jobs 
or small ones 





It Pays to Use Heat-Resisting Steel Combustion Chambers 


¢ No breakage in shipment or handling 
For full details 
—write, wire 


¢ Lighter weight lowers freight costs 
-@ Quicker heating—greater efficiency 
e Cleaner heat—better temperature control 


or phone 


ersoll STEEL DIVISION 


Borg-Warner Corporation 


New Castle, Indiane 


Calendar 


NOVEMBER 

6- 8—National Oil Jobbers Council, an 
nual meeting, Conrad Hilton 
Hotel, Chicago 

API annual meeting, Conrad Hil 
ton, Palmer House and 
gress Hotels, Chicago 


12 
i3 


Con 


MBPR 
3—-National Heating & Aircondition 
ing Wholesalers, Inc., fall con 
vention, Statler H n Hote 
Cleveland 
National Exposition of Power and 
Mechanical Engineering, Coli 
seum, New York conjunc 
tion with annual meeting of 
American Society of Mechanical 
Engineers 
National Warm Air Heating and 
Air-Conditioning  Associatior 
annual convention, Statler Hil 
ton Hotel, Cleveland, O 
Institute of Appliance Manufa 
turers, Statler Hilton Hotel 
Dallas. Tex 
IB-R Short Course 
State University, E 


Mich 


Michigar 
Lansing 


ast 


UARY 1959 
3—Kansas Ol Mer 
nual meeting 
Wichita, Kar 
Kentucky Petr 
Association 33d 
vention, Brow: 
Ky 
Nebraska Petr 
Assn., annual 
stitute, Universit 
ers 
Independent O 


meeting. H 


ville 


Me 
nual 
Boston 

Northwest Petr 
annual convention 
show, Nicollet H 
spolis. Minn 

Oil Trades Asst 
Waldorf Ast 
York City 

29-—International Heating anc 

Conditioning Exposition 
vention Hall. Phil 


in oniunct 


f New 
Hotel 


2 lelpt ia, } 
with the anaes 
meeting of the Amer 
ciety of Heating 
inning Engineers 
Oil-Heat Inst t 
Board of 
Benjamin Frar 


ARY 
National Asst 
Jobbers. 


University of 


maf 


man 
M'ssouri Petroleun 
convention and ext 


Hotel. K 


bach 


National Heating ar 
tioning Show 
Building, Exhibit 


ronto, Canada 


APRIL 
29 to May 2—Oil-Heat Instit 
a, 37th anr 


Seattle, Wash 
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Ist National Bank Building, Tulsa, Okla., is equipped with 


B&G Monoflo Fittings. Carson and Lundin, Architects. 


BeG Monofio Fittings enable you to design a 
one-pipe forced hot water heating system of any 
size with assurance that it will be correctly and 
efficiently circulated. That’s because the Monofio 
Fitting is an engineered device—not just a “‘scoop’ 
or “‘choke.”’ 

These Fittings are designed to handle definite 
radiator sizes, maintain proper temperature drops 
and permit the use of economical riser sizes. They 
provide adequate diversion under average conditions 
without introducing excessive resistance. 

An exclusive feature of BeG Monoflo Fittings is 
that there is virtually no limit to the number which 
can be installed in any circuit of a one-pipe forced 
hot water system. Design problems which other- 
wise occur are eliminated. 

Complete design procedure for B&G Monoflo 
heating systems is found in the B&G Handbook. 





NEW “RED-RING” COPPER 
MONOFLO’ 


Made in 1” and 114” sizes, 
the ““Red-Ring”’ can be used 
for up-feed, down-feed, sup- 
ply, return, one or two-fit- 
ting installations. Just keep 
the “‘red-ring’’ between the 
risers. 








eloil 
liters 


. 


at 


=) BELL & GOSSETT 


NEVER HAS A 
PROPERLY DESIGNED 


BaG MONOFLO. 
SYSTEM FAILED! 


From small residence to the largest conceivable 
installation, BaG Monoflo Fittings assure a cor- 
rectly balanced one-pipe forced hot water system. 


Heat in this residence is properly distributed by 
B&G Monoflo Fittings 


c oO M P A N Y 
Dept. FM-7, Morton Grove, Illinois 


Canadian Licensee: S. A. Armstrong, Lid., 1400 O' Connor Drive, Toronto 16, Ontario 
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GOOD REASONS 


why Heating Dealers 
everywhere like to Sell 


]@jkutile propucts 


1 « The only complete line of humidifiers 
for warm air heating systems 


2. More profitable sales due to greater 
product demand 


3, Superior quality construction 


, The New “Sgkuttle Model 711 Counter- 
* Balanced Humidifier 


Here’s a sure bet to increase your 
sales and profits. The new Skuttle 
Model 711 is installed in vertical 
plenums of any warm air heating 
system easily and quickly. There’s 
no complex mechanism, operates 
with a single orifice. The Model 
711 is shipped completely assem- 
bled for do-it-yourself installation 
if desired. Complete instructions 
and template included in package. 
Write for further details on all models of Skuttle Humidifiers. 


@ykuttle Patented Vapoglas Plates 


xh \ Millions of humidifier evaporating plates 
x need replacing annually. Increase your 
profits by using Skuttle No. 489 U niversal 

Vapoglas Plates, designed to fit all makes 

of humidifiers. Skuttle Vapoglas Plates 

have been satisfying customers for years. 

Get the best, install Skuttle Vapoglas 

Plates . . . copied but never equalled. 


Sure. aire Electrostatic, Permanent, 
Washable, Lifetime Air Filters 


Your customers will save; you 

will profit with Skuttle-Aire per- 

manent, washable air filters for 

furnaces, central air conditioning 

systems and room coolers. Re- 

placement costs are completely 

eliminated. Easy to install, easy 

to remove for cleaning. Skuttle- 

Aire light weight filters are avail- 

table in all sizes. And they never 

Feed oiling. 

¢Yourcan be sure your customers are getting maximum efficiency 
from any installation where Skuttle-Aire Electrostatic, Perma- 
nent, Washable, Lifetime Air Filters are used 


@agkutiile MANUFACTURING CO. 


MILFORD, MICHIGAN 


IN CANADA: WAIT-SKUTTLE CO., CAKVILLE, ONT 








gt O00 
ee | 
€ ELECTRIC 
RADIANT HEATERS 


NEW PRODUCTS 


Steinen announces bronze Filter 
for its oilburner nozzle Line 


\ NEW ONE-PIECE porous bronze nozzle filter, designed 
for long wear and large filtering area. has been announced 
by Steinen. Other 
features tf the 
filter include its 
firm seal to pre 


1m 


> construction, making it ideal for small cz 

and simpler to replace than strainers 
Made by: Wm. Steinen Mfg. Co.. 43 Bruen St.. Neu 
ee 


McLarty mechanical draft Fans 
operate with oilburner Motor 


mechanical draft fans install 
ating systems and are wir 
er motor 
rometri 
rulator, if 


nstalled Rais! MOTOR TO 
DECREASE DRAFT 


perates 


burner 


LOWER mOTOR TO 
INCREASE DRAFT 


il 1 , 1 
il Valve If used wher! 


1 delayed 
installec 
7, 8,9 and 1 
izes; the smallest size 
nately 125 cfm, the largest, 170 cfm 
Made by: McLarty Systems, 2600 Dickn 
ek. Micl 
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Heres the dtory 
on Year-Round Controls... 


The First Book Of Its Kind! 

















Complete story on the technical aspects 


Fundamentals 


of the all-important control phase of 


of year-round year-round airconditioning systems. 


airconditioning The individual control system is dis- 
Controls cussed and illustrated; diagrams are 
with Oil} . included to show wiring and circuitry. 

eating Cut-a-way photographs and drawings 


explain suggested applications and serv- 








ice tips—detailed explanations trace 
both heating and cooling cycles of the 


control systems. 


The makes covered are: 





foniedl » off heat ® Detroit ° Honeywell 
"7 wemer 
* General Controls © Penn 
© General Electric °* White-Rodgers 





¢ Only $2.00 a copy ® 
This series of articles by John W. Schulz is a self- 
Published By: cover, 52 page booklet, 8!/," x 11", well-illus- 
fueloil & oil heat trated, and only $2.00 a copy! Mail the order 
2 WEST 42nd STREET form below and your copies of this valuable book 
NEW YORK 36, N. Y. will be sent at once. 








| ORDER YOUR 
COPIES 
NOW! 


Yes, please send me copies of the new 
VALUABLE 
NEW BOOK 

- with Oilheating™ at $2.00 a copy. 


book "Fundamentals of Year-Round Airconditioning Controls 


FUNDAMENTALS Remittance of enclosed. 
of YEAR-ROUND 
AIRCONDITIONING Name 


| 
| 
| 
| 
| 
| © 
| 
| 
CONTROLS $2.00 
with OILHEATING Company | 
* | a 
A | 
Send your order to: anne | Copy 
fueloil & oil heat City | 
2 WEST 45th ST. 
| 


NEW YORK 36, N. Y. 

















Want to reduce your 
ACCOUNTS RECEIVABLE 
while increasing your 
FUEL OIL GALLONAGE? 


You can do both, and more, with a new low 
cost coin-operated burner attachment that makes 
it possible for your customers to pay-as-they- 
use. Can be installed inexpensively anywhere 
in the home. Electrically operated on low 
voltage — does not require an electrician to 
install — needs no adjustments for fuel oil price 
fluctuations. Simple, trouble-free, it is the 

answer to the problem of 

how to make a profit on 

small 


volume, non-credit 


fuel oil customers. 


UDGE 


METER 


ADVANTAGES FOR YOUR CUSTOMERS 

They will never run out of oil 

Easy, convenient payments 

No large fuel oil bills to meet 

Regular payments throughout the 
entire heating season 

ADVANTAGES FOR YOU 


Every customer on automatic 
delivery 

No credit problems 

No small gallonage deliveries 

Lower fuel oil delivery costs. 


BUDGET METER COMPANY 


ARCH ROAD, WESTFIELD, MASS. 


BUDGET METER COMPANY 
ARCH ROAD, WESTFIELD, MASS 


Mail me complete information and prices on Budget Meters. 


NAME 
FIRM__. 
ADDRESS. 


CITY 











t 


throug! 


. . . « New Products 


Davis tank suction bell Heater 
for No. 6 fueloil storage Tanks 


the Paracoil line of tank suct 


heating surface in a cylindrical 


iy woul i 


Positive-displacement, truck Pump 
made by Williams & Hussey Machine 


ARY, positive-displacement pump for retail fuel 
) by Williams & Hussey} 
W & H Maxiflo, Model T882 


s has been ann 


ne Corp. The 


liding vanes ind 


unced 
i rated capacity of 8 


ire cast integrall 
bearings are used. as are 
ssure control valve. Two incl 
s are standard 
Made by: Williams & Hussey Macl 
H 


Iron Fireman introduces a new Series 
of commercial Units burning No. 2 Oil 


NEW SERIES of commercial burners for lraft fir 


f light oil or dual fuel in medium-size pr 
natural draft boilers is being 
made by Iron Fireman. Called 
WhirlBlast. the burners in 
lud new-design burner 
that avoids flame pul 
Only a short stack or 
required. One com 
r powers both th 


pump and draft fan 
ity ranges from 8 
24 gph of No. 2 fueloil 
Made by: Iron Fireman Manufacturing C 
106th St., Cleveland 11, O 
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You are in every one of these pictures! 


When you sell Mobilheat, you get a “behind-the-scenes” 
partner who’s always working to put across your sales story 
Mobil provides ads for your daily paper. Direct mail letters 
for your best prospects. Radio commercials that feature you 


as home heating headquarters. TV messages that make [Mobil | 
— 


you known and liked in your area. Even more . . . you get 


© 
the benefits of a complete business counseling service that a eley i hea 


can improve your entire operation. Work with Mobil . . . SOCONY MOBIL HEATING OIL 
and let Mobil go to work for you. 


OCONY MOBIL OIL COMPANY, I t S yl PFI " COMPANY. GENERAL PETROLEUM CORPORATION 








Now is the time to 


ODGE 





CONVENTIONAL Models 400, 500, TANDEM Models 1700, T800, C.0.E. Models C500, C600, C700 
600, 700, 800, 900 —G.V.W.’s to T900 —G.V.W.’s to 49,000 Ibs. ; G.V.W.’s to 25,000 Ibs. ; 
30,000 Ibs. ; G.C.W.’s to 65,000 Ibs. G.C.W.’s to 65,000 Ibs G.C.W.’s to 50,000 Ibs 
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drive the new I959 
ower Cjlant 


CHANGES... 
WHERE THEY COUNT! 


New performance! 
New comfort! 


Look into the cab—look into the chassis! Wher- 
ever you look in the new 1959 Dodge trucks, you’ll 
find changes that mean something. New conven- 
ience, for instance, in suspended brake and clutch 
— and hydraulically operated clutch. New 
eavy-duty electrical system. Greater depend- 
ability. Increased G.V.W.’s on tandems. Concealed 
running boards on medium-tonnage models. 


You'll find new cab comfort, too, and better 
theaters. Plus new instrument panels designed 
especially for medium- and high-tonnage 
requigements. 

Ask ‘your dealer about all the new Power Giant 
advaricements. And about the new network of 
Dodge Truck Centers that let him give quick 
delivery of any Dodge truck to meet your exact 
needs.-Plus hurry-up parts service. See him soon! 


* * * 


Striking new Dodge low-tonnage models! 
This spirited new Sweptline Pick-up leads a com- 
plete line of new 1959 Dodge low-tonnage trucks. 
Advanced models for every need, from 5,100 to 
10,000 Ibs. maximum G.V.W. 


IT’S REAL SMART 
pee oy. (e] eo} —m ele) a) ce) = 
4-WHEEL-DRIVE Models W100, | FORWARD-CONTROL POWER GIANTS 


W200, W300, W300M, W500 Models P300 and P400 
G.V.W.’s to 20,000 Ibs. G.V.W.’s to 15,000 ibs. 


aloil 





. . . « New Products 


Simplex Type H-HG draft Control 
made for smaller Installations 


TYPE H-HG Simplex automatic draft control is an additio1 
to the larger models made by this company, designed f 
small boiler _ installations 
oe Available in sizes from 6” to 
24”. all models have balance 
assemblies on the outside 
Control sleeves are fabricated 
from 26 gauge and 24 gauge 
galvanized steel; balance arms 
and gates are painted with 
heat resisting boiler room 
enamel or are cadmium plated 
in the smaller sizes 
Made by: Simplex Mfg. Co., 198-206 N. Main 
Fond du Lac, Wis 


Metalbestos square chimney Housing 
available in brick or plain Finish 
METALBESTOS has developed an economical chimney hous 
ing in brick finish or plain. The UL-listed housing can b 
used with the Metalbestos all-fuel chimney and features 
16” square housings produced in 3, 4 and 5 ft. height 
Four galvanized steel panels delivered flat assemble wit! 


] 


sliplock edges, with a two-piece flashing and aluminize 


steel top 
Made by: Metalbestos Div., William Wallace Ci 


( le4 
m Wd 


Oil Equipment has new fill Alarms, 


compression Lock, union Connection 


rWO FILL ALARMS announced by Oil Equipment Mfg 
Corp. include a compression lock model, Fig. No. 7: 
installs in 
teps with 


necessity 


A COMPLETE PACKAGED UNIT Mo ties 
ALL WIRED AND ASSEMBLED size vent pipe 


he alarm body 

READY FOR FAST INSTALLATION tightens into the 
¢ | wh e e 

A SINGLE PANEL FOR ALL M ge 


QUICK as Upp I 
SAFETY CONTROLS Pose dc uk ale 


ECONOMICAL TO OPERATE  0onsve : connects with the 
A SPACE SAVER 





HEALTHY HOT 


- 1 1 1 | 
- , é nil alarm wit! \ 10 C ° nm 
Nationally Advertised WATER HEAT The Gil alarm with union connection, 
hich also can be applied to new or existing tanks 


mmmended where possibility of breaking lines indicat 


L. O. KOVEN & BRO., INC. ae 
154 OGDEN AVE., JERSEY CITY 7, N. J. 
PLANTS: Jersey City, N.J. * Dover, N.J. * Trenton, N. J. 


1 for a union connection 

models are available in three sizes 

Made by: Oil Equipment Mfg. Corp., 169 Derby Ave 
Haven, Conn 
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Here's ANOTHER new Thrush develop- 
ment that saves labor, time and money. Now 
with one All-In-One Thrush Tank Drain, you 
get a tank supply line shutoff valve and drain 
valve plus air vent which makes draining a 
pressure tank quicker and easier. 


ATING SYSTEMS 


All-in-One 
Thrush Drain Valve 


SAVES 
ONE 


and several fittings 


It’s an ingenious combination that elimi- 
nates one valve completely and more than 
saves its cost every time the hot water heating 
system needs draining. It saves time and labor 
as well as material and is easy to install on 
any old or new hot water heating system. 


See your wholesaler today or write 
Department C-11 for more information. 


H. A. THRUSH & CO. 


PERU, INDIANA 
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.. .« New Products 


Fitzgibbons announces three Models 


in packaged boiler-burner unit Line 


INCREASE 


Sentry ODF* Tank Gauge tells 
drivers what they want to know 


at pont of delivety/ 


TH 
Dur 


Ci 





“THAT LITTLE 
SENTRY GAUGE SURE 
SAVES US BOTH A 
LOT OF TROUBLE! 


b Ss NEEDE 





fo) | an 


\ gee 








: WHEN TO 
sTOP FILLING 


Sentry “‘ODF’’ remote 
reading gouge 


OF DIRECT AND REMOTE READING TANK GAUGES 


Above is SENTRY’S newest — The 
ODF At-A-Glance tank gauge that’s 
setting new records in building sales 
and customer goodwill. Located out- 
side of building at fill pipe, this easy- 
to-read weather-proof gauge shows the 
exact oil level in the indoor tank. Saves 
costly time consuming trips to base- 
ment, unnecessary hose unreeling and 
eliminates over-flow. Permits delivery 
without disturbing customer. 


Other constant-register SENTRY 
gauges include combination tank and 
remote reading, barrel gauges, direct 
reading, and gauges for stove and space 
heater tank. Write today for full in- 
formation about these fast moving bus- 
iness getters. Advertising aids available. 


and remote reading gauges 


He 


\. wi 


~~ 
I 
Sentry stove and 


space heater gauges r = 


Sentry At-A-Glance 
borrel gouges 


On guard— 
4 hours o day 


“a 


F 
(EF 


yt 
KRUEGER, Sendey GAUGES 


GREEN BAY WISCONSIN 


Sentry At-A-Glance 
tank gouge 


Sentry superior qual- 
ity Therma-Gouge 


REE NEW MODELS ickaged 


ns Boiler 


f forced draft p boiler 
ner units have been announced by Fitzgibb 


Model “R”™ 
464 


> 


tary 


burners 


pre heat 
PB” fe 
sizes from 59 t hp, has a low 
ils through Ni Model 
} is the 


Ss ¢€ 


r ombination 


rced draft packaged boiler- 


93 


5 P 


r ¢ 


1 boiler-burner unit h samy 


mizing 


Coleman announces the Polar-Prince. 


remote. air-cooled condensing Unit 


standard eq 


, 
mbDinat1 S! 


n 


isture indicator; 


ervice valve ar 


filter-drier; heat- 
7 


control 





panel 


1utomatic opera 


furnace blower. 


lenser coil is located. across the ent 


If 
rmit continuous upward air fl W I 
han 


ves ( 
iL 


r unit location. Steel legs simplif 
tect the casing from exposure 


Coleman Co., Inc., Wichita 


b: 


yt water Baseboard is manufactured 
th novel Snap-Fit Covers by Patco 


mpact hot water baseboard has be: 


designed 


| 


G 


Manufacturing with Snap-Fit cov 


Th 


if an 


aCces 


drilling and screws baseboard 


71 


hat eliminats 


7” high by 2” deep, and installed 


ssed into th or flush mounted 


f 


Base molding is not needed 


wall 
t} 


nap fit bracket keeps the top 
h 


Dast be ard 
ot 


en wall 


g bent b 


US€ 
W 


back plate that covers the gap bh 


2 
) 


Made by: Patco Manufacturing Co.. 


lelphia 6, Pa 


4/ 
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Why Shell “Certified Comfort” is the profit 
plan for fuel oil distributors 


What is “Certified Comfort”? 
“Certified Comfort” is a tried and prov- 
en program especially designed to help 
Shell Fuel Oil distributors build bigger 
heating oil sales volume and profits. 


How does the customer benefit 
with “Certified Comfort”? 

In addition to receiving the finest fuel 
oil available, customer is assured that the 
premium service provided will include 


degree-day system deliveries, anti- 
corrosion treatments of fuel tanks and 
metered delivery receipts. 

What assistance is given 

to “Certified Comfort” dealers? 

A full-scale advertising program has 
been developed for Shell Fuel Oil dis- 
tributors to help them familiarize home- 
owners with the outstanding benefits of 
“Certified Comfort.” It makes use of 
television, radio, outdoor, newspapers 


and direct mail. This complete co-op 
advertising program is available to all 
Distributors of Shell Heating Oils upon 
request. 


How do you cash in 

on “Certified Comfort”? 

Contact your local Shell representative 
today for full details of this program. 
And remember the “Certified Comfort” 
Plan is a Profit Plan for Shell Fuel Oil 
distributors. 


SHELL OIL COMPANY 








When converting fireboxes 





Put Across 


The Fuel en 
Story! 





Naturally homeowners are cost-conscious these days. 
That’s why it is good business to tell conversion 
prospects about fireboxes made of fuel-saving B&W 
Insulating Firebrick. 

Because B&W IFB are light in weight, they do a 
better insulation job . . 


. come up to operating tem- 
perature fast, hold heat inside the combustion cham- 
ber. That results in 15% to 25% savings in fuel 
bills—a good way of building 

Explain, too, that they will 


satisfied customers. 
get better combustion 
as well as clean, odorless heat that will certainly 
please Mrs. Homeowner. Rely on the B&W Insulat- 


ing Firebrick story to make you ee 
the man to see in your community say FiREBOX 
. ; - “ANDBOOK 


A Valuable Guide Le 


for Every Installer — 
Send todcy for this Handbook! == 


THE BABCOCK & WILCOX CO. 


Refractories Division 


General Offices: 161 East 42nd St., New York 17,N.Y. 
Works: Augusta, Ga. 





96 


New Products 


Typhoon self-contained Conditioners 
are air-cooled, horizontal Models 


TYPHOON self-contained, air-cooled, horizontal aircondi 
tioners for commercial and residential use are available ir 
2, 3 and 5 ton models. In 
stalled with or without duct 


work, units can be furnished 


with a plenum accessory for 
free air delivery. An air vol 
um ntrol facilitates in 


stallations, while 3 and 5 ton 





ve two-stag n 
I rovi g half | ty 
nn t 
Residential installations may be made thr 
rawl space or other convenient locatior 
Commercial jobs may be through-the-wall of roof or 
ng-suspended. Several units may be used to provide zon 
rger installations 
M i i } n Air Cond ning ( ) Hu 
( ( St., Brook N. 7 


Master heating Control: Combines inside progran 


ind outdoor weather head for building heat 
gy. Times it to the weather and synchr s heat out 
yrammed on 24-hour dial. Made bv: Tork Time 

( I Mt. Ve 1, N.Y 






FYRITE CO, tadiceter 


tO ey, 


;... QUALITY INSTRUMENTS 
/ that Pay for Themselves 


The FYRITE Service Kit provides a conga 


——— ~ ee set of accurate, quality-built combi n-testing 
instruments at the lowest cost It fae jes the 


$52.30 FACTORY FYRITI COs, Indicator which is unsu rpassed 


NET for fast, accurate flue gas analysis; and also 
Sold by Alert contains the popular DRAFTRITE Draft 
Heating Jobbers Gauge and the TEMPOINT 200°-1000°F 


Dial Thermometer. 
BACHARACH INDUSTRIAL INSTRUMENT CO. 
200 N. BRADDOCK AVE. © PITTSBURGH 8, PA. 


Send FREE Bulletin on Profitable Uses of Service Kit 7 
NAME 
COMPANY 


STREET ADDRES 
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you sell 


when you sell 


a famous 


“Bethbehen 






QUICKLY. ..EASILY... 
AND ECONOMICALLY 
CONVERT YOUR “PICK-UP” 
TO A MODERN SERVICE truck! 


Mount Stahl Utility Side Boxes on any make or 
model of pick-up truck. All-steel, welded, furnished 
complete with mounting brackets, bolts and in- 
structions. Keep your tools dry, safe, organized. 
Thousands of pairs in use. Write today 

for Literature and Name —. 
of Nearest Distributor. ————— 
Tee. | Stahl 
BOD OR METAL 


7 CHIVELANS, UL one 


























TJERNLUND “Auto-Draft” Inducer SybMe atte 


Simple as A-B-C to Install 


savincs up 10 40% 




















AY / 4 Models for 
—_——_d!, all draft 
wae or requirements One customer who consumed as high as 
— : 3400 gallons of fuel oil for heating during 
a ee ol one season, recorded consumption of 2200 
| 1 gallons ofter the Bethlehem DYNATHERM 
‘ _ Package Unit had replaced his oil burner 
: during a heating season of comparable 
Ke degree-day load. 
© t Another purchased 3200 gallons, but found 
- he required only 1700 gallons, after one of 
Band on Tyernlund “*Auto-Dratt”’ —- our dealers had sold him a Bethlehem 
— : DYNATHERM Package Unit. 
3. A third cut his fuel consumption in half from 
_ 4600 gallons to 2475 gallons when degree- 
d totaled about 12% less. 
No costly ays totaled about 12% 
= ——— me The Bethlehem DYNATHERM offers other features that 
I | we a “4 make your sale easier — The Whirling Flame .. . Unit Engineering 
o—_ — . . « Thermos Bottle Insulation . . . Beautiful Cabinet .. . A Size For 
Wire to existing controls and Every Need. The BIG FEATURE, of course, is that 
a IT PAYS FOR ITSELF IN 5 YEARS! 


At your Jobber, or Write: 


TJERNLUND MFG. CO. 
2140 Kasota Avenue St. Paul 14, Minn. 


eloil 


BETHLEHEM FOUNDRY & MACHINE COMPANY 
BETHLEHEM PENNSYLVANIA USA 

















Webster Letters 


Ht 2-STAGE West Warwick, R. I 
rear it Editor 

© I am employed by G. W. Gooder 

& 3 V ] Cc e Inc., Cranston, R. I., and for some 

years have been trying to make up a1 


emergency unit to use on oilburners 


SaSeeae C. a V e Tr with in-line ‘motor pump units, such » 


CU Hebdadesinbak as Delco, Ag@dliner, Beckett, Comm 






iz pipe dore, ~ 
+ ehangeover =~ Last Fall I finally succeeded and put > 
|_|) without extra parts COMPLETELY the units to use on several jobs, on¢ 
bij jf i 4 NGE 
rh TERE A ASLE which is shown in the compan} 
b++ +++ r — replaces any fuel Unt thet 
s58gca8 4 - deal aie letasioah ing illustrations. It worked out ver 
COMPACT ’ well while the original unit was being 
AND LIGHTWEIGHT canine 
> permits installation tn the i. 
| tightest of quarters MOUNTS IN-ANY POSITION The emergency rig consists of an 
= for easier changeover versible motor, with a universal flang 
and a reversible pump 
ae ae ]. Edgar Raboin 
|  LOW-FRICTION | 
,_ SEAL 360° PORT 
ttf pal filiptoone ARRANGEMENT 
+tebricated- outboard — opt I port 
a sa st optional ports 
— ‘beai mgs for convenience 


ond serviceability 


fastest priming pump ever developed! 


This Webster 2-stage Service- 





° c ' 
Saver, with separate suction WITH W YS 
gears, separate pressure gears and 
a special reservoir to eliminate 
air from the system, assures faste: Edit 
priming for quicker starts. It I think " £4 

rc he Service Saver t Chink youll find interesting 
eliminates most common pump a om 
— Ving si essay nf subtect 
failures from small air leaks in ; aye Se a 
fuel mi, OU heat and sci I udrer 
plumbing, restricted lines. Web- ee : 
2 which I have entitled VU) t 


ster’s exclusive rotary filter means — 
gay S&S Learners 


Whether it be Oil Progress Week 


rr any other time, oil proves itself 


new filter efficiency for the life of 
the pump. Result: oil burners 


erform better — longer /' 
P i. ital factor in the lives of children 


\ 
Quite often, seemingly small incidents 


irouse their curiosity and _ instigate 


FUEL UNITS school learnings about it 
A class watched the huge oil tank 
being lowered into place for their 
ts tein nso heals ekg 1ewly-built school building. The num 





ELECTRIC ber of gallons it held amazed them 


RACINE wis 





WEBSTER DT 
— 


They learned some of the facts, too 
behind the “Story of Oil’—oil from 


well to user and in heating. cooking 


frank! 


- 
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. ebcter Traneformers 


with quick-adapter bases and terminals 


...¢ave time 


Oil Fr Many Uses 


cooking 


When one day the 
nt failed, the pupils 
ed how to appreciate 
nts today are eager to 

ject of oil. finding ad 

Whether incidental 

nce lessons, oil enlivens 

ns from geology to the 
dern living 

; pupils get to know the 

il plays in our lives 


R_S., Maryland Teacher 


Honey well’s commercial Div. 
promotes six to field Positions 


HANGES in the Com 
feld organization 
1 by Minneapolis 
i Seems like everyone in the oil heat 
business is getting on the Webster 
band wagon since they made trans- 
joined Honey former replacement so easy. For just 


r Cc Minneap 





1s been commer a minimum stock of Webster replace- 
: ' , ment transformers, and a small selec- 

f the Union, N. J., : 
. tion of interchangeable bases and 
terminal assemblies, replace nearly 





en appointed Cen 





rcial sales manager any ignition transiormer in opera- 


rs in Cleveland. The tion today 


; 


f the service and in Webster's replacement system is better 
nt in Minneapolis, three ways: 


rT— 


(1) Gives me a replacement that fits any 
job to a “T™. (2) Keeps the customers 
| ) - 

ke over as Pacific re happy by keep 


been transferred to 

1g service cost low 

installation manager (3) Makes servic ng a lead-pipe cinch 

i ray ee — saves money and time in the bargain 
nstallation manager, has 
similar position in 


gion with headquar- 


Jersey branch com 
manager is Allan R 


lf Saliwanchick, serv- HEATING DIvisSton 


llation manager in In WEBSTER ELECTRIC 
s assumed similar duties 


uis branch, Lin L. Gris- 


d him in Indianapolis 


RACINE wis 








duct for modern perimeter heating 


wie How Customers ~ MANUFACTURERS new brochure issued by Johns-Mar 
ACTIVITIE a a Or Se 

—Please Those You Have! : 0d ville Selec Coen, New York 
oe? rea. Included is detailed information or 
the different kinds of systems for slab 


and cooling systems are contained 11 


. : , mn-grade homes without basement am 

Motorola Communications 
‘ multi-level homes. Actual on-the-jol 

makes sales dept. Appointments 

a photos show the three main systems 


aR R y > h Y . > > 
HARRY RONAN has Deen named man loop, radial and lateral. as they ar 


SS e Ee 
oh id a Wi bide id ager, Two-way Radio Sales, for the being installed 


j l5-state eastern area by Motorola 
= Communications and Electronics, Inc 
Replacing him as New England re Speeded-up Service on Grille 
FU FL SAV i R gional sales manager is Ed Vogel, wh Deliveries is offered by Lima 


id been a zone manager. The new : . 
The Baffle With onal sales manager of Southern CUSTOMERS of Lima Register C 
The Swirling Action valitornia, Southern Nevada and Ari oe, ©. are assured of having order: 
The Fire-Swirl Fuel Saver effectively , =. R, ne rt L —_ ld for special sized grilles filled within ] 
reduces heating costs: fuel savings of days after orders are received at th 
up to 35% have been proved in 
thousands of homes. Quick, easy and 1dministrator in the Eastern Area, is 
profitable to install. Made of heavy now account executive manaser for to receive immediate to one week serv 
cast iron — lasts indefinitely. Won't | : = ice. 
break during clean-ups. Sizes to fit | seas 
most makes of boiler and furnace. ; : 
Send for prices and information today grilles is the main feature of the sys 
tem. All orders are painted ever; 


Pat Kell r sal 
at Keliy, former sales engineering . * 
factory. Standard models will continu 





Same-day fabrication of all specia 


Perimeter Systems Brochure 
published by Johns-Manville 
HEATING & COOLING, INC. DIAGRAMS | ] ] 


75 Jefferson Street, Passaic, N. J 


Thursday and shipped every Friday 
Use of standardized components an 


modern production facilities make it 











tures for installation of transite air possible to maintain this fast servic 


FOR HEATING AT ITS BEST 
WHEN WEATHER DOES ITS WORST -- = me 


Hev-E-Oil burners furnish all the air neces 
sary for combustion, assuring perfect fir 
control under all weather conditions. Low 
fire start that builds up gradually to the 
flame size required means smooth, safe 
operation. And once the burner is set 
for greatest efficiency, it stays that way no 
matter what the weather. 

A complete package! Fire tested! Auto 
matic, electronic controls. Meets all codes 
Easy to install. Models from 5 to 150 gph 

For more information on Hev-E-Oil 
burners write Industrial Combustion, Inc 
4507 N. Oakland Ave., Milwaukee 11, 
Wis., Dept. FO-11. 


INDUSTRIAL ‘ COMBUSTION 


INC. 
EXECUTIVE OFFICE: 4507 N. OAKLAND AVE., 
MILWAUKEE 11, WISCONSIN 
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7,000,000 GALLONS PUMPED 





* ol 





with perfect service record! 





Four Marlow Pumps Perform Efficiently With No Down Time 


Completed in December, 1955, the 
Tull Oil Company’s bulk plant in Char- 
lotte, N.C., owned by C. W. Tull, 
handles regular and premium gasoline, 
and #2 fuel oil. Mr. Tull, who 
a gasoline retailer, uses four, 
space-saving, Marlow 20 EVP, vertical, 
elf-priming pumps to supply his load- 
at a 300,000 gallon a month 


} 
Kerosene 


1S also 


ng racks 
} 


ume 


These same versatile, long-lasting 
Marlows that are used for loading 
Tull’s three retail-delivery fuel oil 

ure also used to pump from 
transports into the above-ground stor- 
ge tanks. Even though the pumps are 
installed out in the open, where they 
are subjected to all kinds of weather, 
these Marlows have handled more 


than 7,000,000 gallons since they were 


installed. C. W. Tull is so well satisfied 
with these pumps that he has said “if I 
enlarge my facilities, and I expect to 
some day, I will specify Marlow 
Pumps.” 


Specify Marlow pumps on your next 
petroleum pump job and you'll be sat- 
isfied with their efficient performance 


too! 


Write today for your free copy of 
Bulletin PM-06 and the name of your 
nearby Marlow dealer. 


DIVISION OF 


The flow-through design of the Marlow 20 EVP 
vertical pumps, that were used by Tull Oil Com- 
pany for loading and unloading, simplified 
piping problems 


BELL & GOSSETT 


MIDLAND PARK, NEW JERSEY 


MORTON GROVE, ILLINOIS e 


LONGVIEW, TEXAS 





. . . « Manufacturers’ Activities 


Hy-Test 303 opens new Plant: series of new deodorants t give the He will be used in an animated tel 


enlarges advertising Program treated fueloil a more pleasant aroma vision commercial and will be avail 
5 : Before they were retained, the addi ible to dealers on a cooperative basis 
NEWLY RENOVATED offices and plant 


have been completed by Hy-Test 303 
Corp. at 9 Meadow Road, Ruther ; a ees 
. 3 t is now made in the NKutherforc message 
ford, N. J. John Valk, Jr., president, é ‘ 

. plant The cartoon character is the fo 
announced that Consultants Associ - 


: he offices also serve dealers as a point of an expanded merchandising 
ates, New York and Union, N. J 


have been commissioned to supervis 


tive was produced for Hy-Test 303 The commercial has been set up s 


Corp. by an out-of-state chemical firm that local dealers can insert their owt 


ring-house for cooperative direct campaign 

idvertising. Hy-Test Red, the Truck-mounted dehy 
| nder fuel dragon. is a cartoon char are standard equipment 
ratory development of the fueloil addi tee desieeed to tell homeowners rolling stock are shipped t 


the quality control, research and lab 
| 


ad 
tive. throughout the United States and lets from the 


The research group has created Danac f the fuel’s advantages Rutherford 


You'll be amazed! 


| THERM-OVAL TUBE 


FEry PACKAGED BOILER UNIT 


maven / 


’ 
A 


COMPETITIVELY 
PRICED 


BUILT TO 
PERFORM 


PACKAGE Includes: 


Boiler, Built-in Combustion Cham- 
ber, 3 G.P.M. Coil, Jacket & Ther- 
mo-Altimeter, Burner, Nozzle, Pri- 
mary Control, Thermostat, and 
3-Way Aquastat Relay, Circulating 
Pump, Flo Control Valve, A.S.M.E. 
Relief Valve, and Draft Regulator. 
ASME CONSTRUCTION AND ASME 


LABEL. 
PLUSH AND EXTENDED JACKETS. 


Crated, Wired.» 
and Assembled. 
Ready to Go! 


Exceptionally High Quality, , Shown in the top picture are Meyer 
LOW PRICE. Write us — i Biddieman, left, and John Valk, Jr., 


You'll be GLAD You Did! ee dated te. Yee ott 


' tive, being put into drums in the mid- 
die picture, is shipped to more than 
200 franchised dealers in the United 
e s bad States and Canada. Below is one of 
the chemists retained to assure quality 
SCHUYLKILL HAVEN, PENNA. control and to supervise a continuing 
research program. 
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SHUR -FLO 


Ké 


“1 don't fuss and fret with uncertain draft 
anymore since Walker brought out this low- 
priced draft inducer-regulator combination. 
Now, | install Walker inducers on all my jobs. 
That puts me way out ahead, because with 
good draft | know every job will be exactly 
right from the start.” 


—_ 4 


THE INSIDE STORY OF 
SHUR-FLO EFFICIENCY 


"Most Efficient Draft System Ever Made" 


Say Heating Contractors, Architects, Home Owners 


Draft problems are eliminated with a Walker Shur-Flo 
Control (Pats. Pending) in an oil, coal, or gas-fired installation 
because it’s the SUREST DRAFT SYSTEM ever devised. 

Here’s an economical draft inducer that’s a 
fool-proof answer to every draft problem from older heating 
installations to modern, low-roofed houses. You just 
install it and forget it. What could be better? 

Moreover, the Walker Shur-Flo with fan operated draft 
e@ Hi Volume Self-Feathering Fan inducer moves ONLY flue gases; does not suck in outside air. 
© Self-Cleaning Blades (No soot Building and home owners like the Shur-Flo because it runs 

build-up) quietly, costs less to operate, and requires little power. You'll 
@ Stainless Steel Shaft, Hub, and like the Shur-Flo because it installs quickly at any angle— 

Blades vertically, horizontally, or at a pitch—and virtually 
© Quiet, burn-out proof motor eliminates costly callbacks and corrections. 


@ Silicone oiled Bearings For full details, see your supplier or write direct 


aero re tcc WALKER MFG. AND SALES CORP. 


e@ Extra rigid mountings. 1750 Penn Street St. Joseph, Missouri 











sy 


There's a Walker Draft Control Scientifically Designed to Meet Every Draft Problem Regardless 
of Fuel. 28,000,000 in Use Prove Efficiency. The Standard of Performance for the . 


_ 


ROYAL PURPLE TYPE 34 JUNIOR LINE TYPE BB DOUBLE SWING VENTURI CAP 
for smaller central for larger special ¢entral heating commercial and for gas fired for heating 
heating plonts central hecoting budge? contro! industrial control equipment ond ventilating 


ieloil 
; & 103 
oilhear, 




















COMBUSTION TESTS 
aso Secouds WITH 


COMBUSTION TEST KIT 


No. 1100 


Smoke Gage 
Slide Rule Computer 


INCLUDES: 
CO, indicator 
Draft Gage* Magnecligs 
Stock Thermometer Instructions 

-- Gnd all necessary accessories and fittings 
The Dwyer No. 1100 Kit simplifies 
testing of any installation . . . per- 
forms a complete analysis in less 
than 30 seconds, accurate to within 
=e% CO,. 

*Draft Gage . . . famous DWYER 
Inclined Manometer. Continuously 
indicating type, permanently accu- 
rate—choice of ranges: 0 to 4", 0 to 
4", or 0 to 1” water. 


Write for Bulletin G20 
F.W.DWYER MFG. CO. 


P.O. Box 373-G 








Michigan City, Ind. 


Manufacturers’ Activities 


Peerless Heater, Boyertown, 
completes testing Laboratory 


\ NEW testing section has been added 
to the recently completed engineering 
and research laboratory by the Peer 
less Heater Co., Boyertown, Pa. The 
addition provides adequate facilities 
for engineers to keep Peerless boilers 


under observation while operating un 


te 
Ge 


the most severe conditions, even 


xacting than home and indus 
require 
Development of new designs 


application of engineering changes t 
improve present equipment is one ot 


the primary objectives. Completely 


new engineering principles in the field 
of hydronics will be tried and tested 


One hundred Hev-E-Oil Burners leave 
the Monroe, Wis., factory of Industrial 
Combustion, Inc., destined for delivery 
to Wymbs, Inc., New York, N. Y., eastern 
distributors. This is the first major ship- 
ment from the firm's new plant. Indus- 
trial Combustion, formerly the Burner 
Division of Cleaver-Brooks Co., was or- 
ganized earlier this year and is headed 
by J. Verne Resek. 


Model FF-538-1— 4%” opening 
For: Central heating plants 


Medel FF-430-6— 3/4" opening 
For: Central heating plants 


Medel R-68— 4," opening 
For: Space heaters, floor 
furnaces, etc 


; 
*Medel PK-150—'4” opening 
For: Space heaters, floor 
furnaces, etc 


*Model FF-430— 3." opening 
For: Central heating plants. 
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ne Source 


Since the birth of the Oilheating Industry, FUELOIL & OIL HEAT has 
been your one dependable source for dealer management and technical in- 
formation, and exclusive dealer statistics. Throughout the 36 years of this 
magazine’s leadership, it has offered unrivalled advertising and merchan- 
dising values to marketers, as its scope of reader and advertiser services 
have constantly widened. Now, in Oilheating’s most challenging hour of 
opportunity, FUELOIL & OIL HEAT pledges to continue “serving the 


advertiser best, by serving the reader first’. 


December Advertising Forms Open Until November 10th 
May We Reserve Space for You? 


FUELOIL & Olt HEAT 


MEMBER 2 West 45th St.. New York 36, N. Y. (MUrray Hill 2-4786) 
= A. G. WINKLER, Adv. Dir. LEE STEEDLE, Adv. Mor. 
Eastern Adv. Mgr.: Dick Reymond 


Midwest: 224 So. Michigan Ave., Room 200, Chicago 4 (WAbesh 2-9548)—Pacific Coast: Don Herway, 
1709 W. Sth St#., Los Angeles 17, Colif. (HUbberd 3-5141). 


Since July 1922—Thirty-Six Years of Service to You 


A 








. . . Manufacturers’ Activities 


th Taco introduces new Line of 
e LP Series centrifugal Pumps 
ON OCTOBER 7 Taco Heaters, In 


Cranston, R.I., introdu 


f standardized single st 
f | ti g gal pumps, the LP Seri 
of selectin engage Sign 


the country to take advantag or 
VIKING ROTARY PUMPS ferred number standardization wher 

Viking Pumps will do a multiple number of jobs by preferred numbers adopted by the 
for you at less cost. American Standards Association are 


Y ; ’ used to indicate important linear 
WH @ ee They are self-priming; they will handle foam and en- ey 
trained gases without complaint. They will meter in direct mensions and pump characteristics 
espons spee mtrol and hold the same y again } 
response to speed contr la dh he same flow against The program for the introduction 
widely varying pressures. They are reversible. 
| “43.1 ° incl wa as -_ —_ ™ 
Standard and heavy duty models cover capacities from 24 to included an address of welcome by 
1050 GPM, pressures up to 20% PSI Liqu d viscosities present John Hazen White, Ta 
no problems. n-lubricating liquids or heavy, viscous : : 
liquids can be pumped successfull; and an explanation of the technical as 
The temperature range ry broad (500° F. is not uncom- pects of the new series by Emilio M 
mon). Available in many types of construction—iron, bronze, Stockl hief oe 
Sole : Peat ocklin, chief enginee pumps 
niresist, steel, nickel, stainless and other metalurgies. Packed —_———— 
or mechanical sealed shafts are optional Taco LP Series pumps meet the re 
*hoic er 750 ygued models and sands of C 
Choice of over \ odel and thousands o quirements of relatively few 
specially constructed pumps . . . widest in the industry. : 


HOW . terchangeable parts, broad 
#@8 To help you select the right Viking Pump nerfor . 1 operatir 
for your job, ask for Catalog KEF \ See ee 
It answers your rotary pump problems in , The complete line will mprise 41 
easy-to-understand way. 


’ 1 
ont 
S presidcent 


r 


S1Zes with i range in perrtorman 





VIKING PUMP COMPANY 


Cedar Falis, lowa, U.S.A. © In Canada, it’s “ROTO-KING” pumps 


from 10 to 3,000 gpm, heads from 
to 250 ft. Base-mounted as well 
. : ‘i “ close-couple *Is will be availabl 
Saiiiae and Blaisteatere to Princion) Cities — Qee Your Cleseiited Yeleshene Birecter ‘ pled model e availabl 
Some new company appointments 


include Alton P. Di 


harge of planning and 


PRINTED FORMS SAFE-FILL*® As “ and _ ved pro luc 
For Immediate Shipment TAPERED NOZZLE PLUG ns. Ppenay tor : 


service activities ha 





Check items you are interested in. f, t Peter L Quattrochi. 
Attach to your letterhead, mail mean as Vincent F. Callaha 


for FREE SAMPLES: . pointed district 


} il 


. e Sh 
Fuel Oil Order } Petroleum deliveries . \ England District. Tt 
Price Cards I ll } 


Chicago District will 
Phone Call - ‘ 





77} 


Inspection SPEEDS UP VENTING, safi 7 om Haney as sales and servi 
Interoffice Information taper noz plug I 


Cor ond . deve ed 
sae naeaas ] Service Order ‘ ‘ 


piug Is 


' 

| 

| 

I 

I 

| 

| 

| 

I 

I 

| = 
| Heating & Burner ] Service Dept 7“ 
| Material Record riGHT CONNEC TION 
| 

l 

| 

| 

| 

| 

| 

| 

| 

I 

| 


be sucked 


tank is be 


Survey Sheets Delivery 
Record SAFE FILL tapered noz 
: pproved and patent 
Servicemen's t on the market 
Daily Report e that pops off at 
I I. prevents rupturing 
Driver's Route } Degree Day SAVES TIME & LA- 
Cards Cards BOR, permits f 
filling, drivers are 
Metered One-Time Carbon able to cut down the 
Delivery Tickets ee Cae ty ae 
(Truck—Bulk Plant—Gas Pump) esyees : 
DEALER'S PRICES 
1-11/32" Hole in Plug 
SA UID nnscosnssapsieess for 1-%"' O.D. Nozzle 
Tube, Plug Only (BI) 
$1.95 Each. Plug With 
Safety Valve (B2) $3.95 
Type B! Each, 


Service Record 
Cards 


te 
aster 


i , 


SOLD BY LEADING JOBBERS 
Manufactured by: 


DEGREE DAY SYSTEMS GASOILAIR EQUIPMENT CO, 


P. ©. Box 768, New Haven, Conn. 
39-30F 58 ST., WOODSIDE 77, N. Y. 
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Hydrovalve's CONTROLLED 


TERMINALS 


FOR OIL BURNERS! 


to service the hard-to-get-at 

ignitors . . . because Hydrovalve s 
Controlled Tension Terminals snap on 
easily. . . for strong, positive connections. 
Never too tight or too loose. 


| Hydrovalve’s CONTROLLED-TENSION TERMINALS — 
@ Are made of nickle-plated spring-tempered bross 
@ Hove a unique double spring grip which prevents 
loose connections for greater conductivity 
® Sove time! Wire ferrules are designed for 
easier crimping and positive grip to resist pull 
exerted during installation or removol. 


eV 
Hydrovalve’s Terminols are pocked 50 to a jer. 


Hydrovalve Co. 


1319 Utica Ave 
Brooklyn 3, NY 
BUckminster 4-1330 
YOUR OIL BURNER SUPPLY JOBBER CARRIES A COMPLETE LINE OF me | 
Mydrovelve 's ENGINEERED FOR REPLACEMENT PARTS AND TOOLS! -S* lout’ 


STOCK nn TRANSFORMER 


and 
have the 
right one! 


THERMOLOK ADAPTO 


IGNITION TRANSFORMER 
% 3 SETS OF TERMINALS 
% TAKES STANDARD RAJAH FITTINGS 
% ELIMINATES TEMPORARY HOOK-UP 
% ONLY ONE SERVICE CALL NECESSARY 


Send for Catalog Sheet 


THERMOLOK mre. co., inc. 


1099 TULIP AVE., FRANKLIN SQUARE, L. I., N. Y. 


Representatives: Some areas still available 


SAVES 
TIME 
SAVES MONEY 


WITHOUT 


DOWN TIME and with UNIT in SERVICE! 


Users’ Reports Tell How OYLTITE-Stik 
can help you 


to make instant repairs on base 
ment storage tanks @ great time 

saver 
4 New York Oil Distributor 


on seams of large oil tanks where 
weld was not perfect.” 
4 Wisconsin Fuel Company 


we punched a hole in the tank 

with an ice pick, then filled the tank 

and plugged the hole with the oil 
running out; it has held for months 

A Maryland Contractor 


to seal small holes of o:! storage 
tanks, created through condensation.” 
An Illinois Contractor 


has done such a good job we do 

not want a service man to be with 
out one." 

4 Pennsylvania Heating Company 


to repair leaks in domestic tanks 
naccessible for repair by other meth- 

ods most satisfactory.” 
1 Canadian Contractor 











A 


OYLTITE-Stik is one of the best time-savers and trouble-stoppers you can find 
® See your suppliers for OYLTITE-Stik or write 
direct on company letterhead for free sample. 


LAKE CHEMICAL CO. 


3086 W. Carroll Ave., Chicago 12, Ill. 


no MORYSVILLE 
_ Contractors’ Service Body 


More for your Money 


Morysville U-2 for 45, % 
or 1 ton chassis 


COMPARE Morysville bodies feature for feature. You'll 
find them best built in the industry . . . and your best 
possible buy! 


@ 14 and 16 ga. body steel (14 ga. throughout for 
models rated 1 ton up — 19 ga. doors) @ 12 ga. dia- 
mond floor plate @ Heavy U-channel under structure 
@ Electric welded throughout @ Telescoping roof and 
hinged gate @ Double panel doors @ Full length, rod 
type hinges with bearings @ Recessed, spring loaded 
latches with individual locks or master locking device 
@ Fendix undercoating (No extra charge). 


Write for FREE Literature 


_—s 
MORYSVILLE 


ISedy U/er7s we 








IMMEDIATE DELIVERY 


Distributors in 
Principal Cities 





. . . « Manufacturers’ Activities 


Project Engineers are named 
by Delavan Manufacturing Co. 
H. F. ROTHWELL, vice president, engi 
neering, Delavan Manufacturing C 
West Des Moines, Ia., has announced 
the appointment of James R. Brucker 
Paul D. Burgess, and Robert W. | 
rich as senior project engineers i 
charge of the three sections of propul 
sion engineering. 


Eugene O. Olson’s responsibilities 


have been extended to all commercial 
engineering which includes heating 


zzles. Harold M. Thompson has been 
ippointed chief draftsman and Ken 
neth B 


1 


dded responsibility of Engineering 


Luskin has been given the 


Consumer-education Campaign 
paced by Honeywell Booklet 


ONSUMER-EDUCATION program has 
launched by Minneapolis-Honey 

well egulator C« Minneapolis, 
Min: imed at alerting homeowners 


to ti ilue of quality heating 


Sinclair's “Big Four” Helps You 


ROUND UP MORE 
HEATING OIL BUSINESS 





Dino, the Sinclair Dinosaur 


Here’s what you get as a Sinclair Heating Oil Distributor 


Premium quality product at regular price. Sinclair 
Heating Oil contains RD-119®, Sinclair’s exclusive anti- 
rust ingredient that reduces service calls. 


Strong advertising support at the local level where it 


counts most. 


Profitable new sales ideas in a special sales training 


program. 


An assured supply — thanks to Sinclair’s huge production 


and storage facilities. 


Get the most out of your market with new Sinclair Heating 
Oil. Write today for details: Sinclair Refining Company, 
600 Fifth Avenue, New York 20, N. Y 


SINCLAIR 


HEATING OIL 
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SuperFlame 


Key t 
hooklet entitled “How to get the best 


the program 1 12-pag 


from your heating System!” The book 
xplains and diagrams the various 
types of heating systems, h 
function and the equipment usec 
rach 

Tips are included on how to mak 
sure the heating system is providing 
maximum comfort. The book als 
points out why the system may be out 
jated and recommends a maintenanc 


program to enable consumers to get 


the most out of their heating 

The booklet was bound into th 
September issue of Popular Science as 
an advertising insert, as well as track 
magazines, including FUELom & On 


HEAT 


the program by using merchandising 


Dealers were able to support 
iids made available by Honeywell 
This is the third such industry-wid 
ampaign sponsored by thi 
The first, 
House” 


homeowners with heating 


mpan} 


“Project warm hearted 


was aimed at the 20 millior 
systems mor 
than ten years old. After rating thei 


equipment “Lovable, livable or a liabil 


ity,” the homeowners were el 
free $15 check-up 
In June, Honeywell 

tral airconditioning program. Ap 
proximately 63,200 « pies of the book 
let, “Practical Answers t 
about Air 


have been distributed by the 


mmo! 
Questions mditioning 

mpan} 
in cooperation with 95 original equity 


ment manufacturers 


Rotary truck Pumps described 
in revised Blackmer Bulletin 

BLACKMER PUMP CO., Grand Rapids 
Mic h » 


includes up-to-date information on thi 


has issued Bulletin 200 whicl 
company’s line of rotary truck pumps 

Pumps with capacities from 25 t 
725 gpm and operating at discharg 


pressures up to 100 psi are described 


Rockford Brass Works issues 
Catalog on different Valves 


4 CATALOG showing the various valves 
for petroleum application made by th 
Rockford Brass Works, Rockford, III 
has been issued by the company 
Besides listing the equipment, th 
brochure pictures each valve 
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Manufacturers’ Activities 


Esso announces insurance Plan 


to cover fueloil Distributors 


”ARD Oil Co.. New York. 
d a new group life in 
which is available to re 

led distributors (and 

s) of heating oil and 
products 

verage to more than 

it the following levels 

rs will be insured for 


nployees, $2,000. Over 


ge will be $2,500 and 


plan to be in op 


Sid Harvey, Inc., will open 
new Store near Utica, N. Y. 


f Utica, N Y.., 


tor the 


it Whites 

newest Sid 
re. It will be man 

igh Jones, formerly sales 
Sid Harvey's in Albany 

ll carry a full line of 

arts. Home ofhce of the 
Valley Stream, N. Y 


Sinclair divides Marketing 


Area into two Territories 


co., New York 
state marketing area 

il territories 
vice president and gen 
r, has been placed in 
Western Region; and 
president and newly 
ral sales manager, will 


Region 


7 
9 


iates, Boston, Mass., 
England agent for Bar 
Co., Inc 


manufactures boiler 


, Cambridge, 
Mass. B 
leaning and repair compounds, water 
treatment preparation and a fueloil 


onditi ner 


Richard F 


pointed 


Mahuron has been ap 
Western 
Division Plant, Irwindale, Calif., by 
Lau Blower Co., Dayton, O. He has 


been works manager of the plant since 


general manager, 


1OSs 


Plans are made in Toronto 
for Canadian Heating Show 


CHANGES in modern concepts of heat 
ing and cooling will be the focus of 
attention at the National Heating and 
Air Conditioning Show to be held in 
Building, Toronto, 
Canada, from March 2 to 4 


The show has already begun setting 


the Automotive 


new records, with sales of exhibit 
space outstripping previous years 


19 


Some 12,000 individuals represent 


ing builders, consulting 


engineers, 


architects, power engineers, heating 
and airconditioning engineers are ex 
pected to attend. Members of 16 pri 
fessional and trade associations hav 
been specially invited 

Equipment to be displayed will i: 
clude air handling equipment, pack 
aged warm air furnace-burner units 
boilers, 


steam generators, controls 


motors, transformers, compressors 
fabricating and servicing tools. cor 
vectors, radiators, and blower fans 


Arnold Rowe-Sleeman is manage: 


of the show 




















FUEL FILTER 
OBF-100 


Exclusive WIX PORO- 
SITE pleated paper fil- 
trent 

a7 
Removes even micro- 


scopic foreign particles 
from oil 


SPIN-ON TYPE 
OIL BURNER FILTER 


You make more money—you save time and trouble, too! 
Here are the best of good reasons for you to install the 
revolutionary WIX Spin-On Oil Burner Filter on every 


a Oil Burner you sell or service. 


Guaranteed to exceed 
120 gph grevity flow 


Installation is simplicity itself! All you do is insert the 
die-cast aluminum head in any 4” N.P.T. line (one or 


° two pipe . . . high or low pressure system). Then spin-on 


Lightweight, Rustproof 
Aluminum construction 


the WIX Cartridge . . . just a twist of the wrist does it 
... mo tools .. . no mess 


. no filter pot to clean out! 


Now, the oil will be truly clean for the season. Your cus- 


COMPACT! 5 */16" high, 
2 3/4" wide—8 ounces 


tomers are happy and you've made friends AND profits! 
The WIX Spin-On Filter is the engineered answer to 


unnecessary service calls. It does a much better job of 
Ld filtering. Features such as the exclusive air bleed and the 


Listed as Standard by 
Underwriters Labora- 
tories, Inc. 


WRITE: 
Get the facts on this omazing 
WIX Spin-On Filter that makes 
extra profits for you. 


OIL BURNER 
WIX CORPORATION * GASTONIA « N. C. 


safety locking screw SELL the home owner on sight 


FILTERS 


In Canada: Wix Corporation Lid., Toronto 
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NOW! SEE FOR YOURSELF WHY HY-TEST 303 IS SCORING SUCH PHENOMENAL BUSI- 
NESS GAINS FOR HEATING OIL DEALERS FROM COAST TO COAST IN THE U. S. & CANADA! 


HY-TEST 303’s powerful soot-destroying ad 
ditive converts your oil to a truly premium 
fuel that cuts your service costs, and head 
aches, to the bone. What's more, you can 
offer, and deliver real fuel savings to your 
customers. Coupled with the tested HY-TEST 
303 sales promotion program, a HY-TEST 


303 exclusive franchise will bring you hun- 
dreds of new customers the very first season 
Even starting in mid-season! There are hun- 
dreds of dealer records and more than three 
years of behind these statements 


we'd welcome the chance to prove them to you 


success 


* FREE OFFER Make the famous HY-TEST 303 firebox test. Fill out the coupon today 


—we'll send you free, and without obligation, 


an actual sample of HY-TEST 303 additive 


You can perform the demonstration that will clinch sale after sale for your salesmen. Don't 


delay, write today! 
Ontario Finesse 


(Begins on page 47) 


index cards for all customers these are 
tabbed in colors depending upon the 
The 
tages claimed by Coplan are: 1) If 
there’s a drag due to unusually sever 


advan 


K factor of the account 


winter storms the fastest burning ac 
counts are highspotted for attention 
2) if there’s not enough coming up in 
a zone to use a truckload the list is 
filled with high consumption users 
from the next degree-day bracket. K 
factors are noted after each delivery 
and if there’s any significant ch 
In 


words, the whole dispatching 


lanve 


an investigation is made ther 
ypera 
tion is particularly conscious of indi 
vidual burning rates 

Gas is fairly active in Ottawa at 
12¢ a therm. From January | t 
275 


gust 15 there were 275 gas installa 


tions, 1,760 oil \« »bs put in 


The Modern 
Expansion 

Joint 

for Basehoard 
Radiation and. 
Piping Mains 


City 


all of 


is brought 


At the close of World War II there 
ere only 65,000 oilburners in 
Canada, with half of them in Ontarx 
A tantastic grt wth rat 
the Dominion figure today up t 


n and a quarter, 
As late 


Canadian marketers were able t 


ire in Ontario 


ickly from their friends 


£ ¢} h low | la ‘ 
t border, and add quite 


ir own innovations 


Oo over 
und again half 
comers the 
» learn 
mn this side 
1 number 
Any visit to 


Vafrila 


Ont oil and burner men seems to 
turm.up some very worthwhile 
ms “oe theetheme of good m: 


nage 


ment. McMehen, a former U. S. resi 


lent, has had quite a share in this 
growth and educational progression 
% 

T. Tighe has beet appointed 

sales manager, Delco Appli 

nce Div General Motors Corp.., 
R ter, N. Y. He succeeds Wil 
|. Wagner who has been ar 


TRIPLE SEAL PROTECTED AGAINST LEAKAGE 
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NO METALLIC BELLOWS TO WEAR, HARDEN, OR BREAK 


FREE OFFER * Seesgcessseseeueccee 


HY-TEST 303 Corp. 
9 Meadow Road, Rutherford, N. J. 


Compony 












[] Retail Decler 


Address 


[] Retail & Wholescle Dealer 





Zone Stote 








pointed general sales manager, Del 


Products Division, Dayton, O 

Theodore H 
Cromwell Printery, Inc.. died on Sep 
tember 26. The Albany, N. Y., firm 


specializes in printing for the 


Gorn, vice-president 


fueloil 
industry including delivery tickets and 


in associated line of business forms 


George R. Sullivan has been elected 
vice-president, A. P. Green Fire Brick 
Co.. Mexico. Mo He 


pointed director of industrial relations, 


was also reap 
2 position he has held for the past nin 


years. Sullivan joined the company 39 


years ag 
Kem Associates, New Haver 
Conn., have been appointed manufac 


turer's representatives in Connecticut 
Rhode Island and Western Massachu 
setts for Kam Water He 
Brooklyn, N. Y 


iter Ci 


TIMES MORE 
EXPANSION 
MOVEMENT 


FULL ROTATION 

PISTON SLIDE DESIGN EASES 
BASEBOARD INSTALLATIONS 
MINIMIZES ALIGNMENT PROBLEMS 


-= 
AMERICAN 
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/ 5 WAYS FOR MORE , 
PROFITABLE } 
SALES Pas 
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AUTOMATIC 


Waporite HUMIDIFIERS 


14 models and sizes . . . installs in 30 minutes 
. . fits any straight or sloping bonnet furnace. 


@ Stronger mounted front-end thermostat @ New positive 
control @ Completely adjustable drip valve @ Non-breakable 
evaporater plates © Stainless steel pan 


AUTOMATIC HUMIDIFIER CO. « Cedar Falls, lowa 






Series 577 ~. 




















TONGUE & GROOVE 
LITE-CAST — 
COMBUSTION CHAMBERS IEE TtE 
ollie: ami 2-Oi Gel lemmas: ° 
DOUBLE SEAL 
MONOGRAM has... FLOOR & WALLS 


— 276 Standard Designs and ° 
sizes of LITE-CAST Insulating | PRE-CAST FLOOR 
Refractory Combustion Cham- . 
bers for Ail Boilers and AIR SPACE 
Furnaces. BENEATH FLOOR 
75 TO 12 GALLONS PER HOUR 


MONOGRAM PRODUCTS CO.. INC 








Me 2075488 


U.S. Pat. 








RAJAH TERMINALS 


FOR OIL BURNER SPARK PLUG 
1SNITION CONNECTIONS 
Made in Two Styles 
CRIMP TYPE and SOLDERLESS 


= 


Cede Ne. 3-303 #11 





Code Me. C/T #11 














THE RAJAH CO., 35 Verona Ave., Newark, N. J. 





HAYWARD 


Rotary Atomizing Burners 
¥, to 12 Gph 
Boiler-Burner Units 
400 to 730 Sq. Ft. EDR Steam 
Pressure Atomizing Burners 
¥, to 10 Gph 
Boiler-Burner Units 
200 to 2000 Sq. Ft. EDR Steam 


Write for franchise information: 
) HAYWARD OIL BURNER CORP. 
Street bce 


86 Kirkiend Cambridge. 
i Factories A 
N. Y. and i 














eloil 















GALLONS STORAGE 


A size to meet every home 
requirement. Uses pressure burn- 
er, number 2 oil and sells at pop- 
ular prices. Has every feature for 
volume sales. 


Also made in large commercial 
sizes for schools, hotels, hospitals 
and public buildings. Approved 
for 180 degree outlet water. 
Details on request. 


Bock 
Corporation 


N10 S. DICKINSON ST., MADISON 4, WIS. 









THE 
PROFITABLE 





NEW YORKER STEEL BOILER CO., INC. 


Use “CRESCENT PARTS” Service 


Serving St. Lowis Trade Arec 


“FACTORY REBUILT" Repair Exchange con- 
trol service on all popular makes at regular 


Colmer, Penae. 


manufacturers list prices and trade discounts. 


como  |rescent Parts and 
Minncapolis- Honeywell Equipment Co., Inc. 


White- Rodgers MAIN OFFICE 
825-831 S. Boyle Ave. 
St. Louis 10, Mo. 











O1L—GAS—STOKER 


Parts & Costrots 





Installations Matertate 





Detroit @ Pertex 
Penn 


BRANCH 
1140 St. Louis Ave. Menting Soectattion 


East St. Louis, Ill. 











Mercoid @ General 
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FIRE BOX wy 


fueloil C> oslheat 
WANT ADS 





Advertisements are payable in advance 75c a line; 


minimum charge of $4.50 for 6 lines or less. 
No Advertising Agency Commissions. No discounts. 


NOTICE — Those writing to Box Numbers, address: c/o 
PUELOIL & OIL HEAT, 2 West 45th St.. New York 36. 


K" FACTOR CALCULATOR. Hand mpact slide E at nbe 
some charts. Speedy. Accurate. Single setting gives both K-factor and degree 
day of usable oil. Only $5.50. Degree D Syste Der FO 8 
Street, Woodside 77, New York 


MAXIMUM-MINIMUM thermometer. Ge 





K “ era 
for your area. This information t rat f 
degree day system operation. Price $ ) S De FC 
Woodside 77, New York 

PETROLEUM PRICE CARDS. Dox r figure ad. I a 

errors. Card shows amounts from gallons. a ged fr 

to 9000 gallons. Will pay you to send f r Deg Day Systen 
Dept. FO, Woodside 77, New York 

ALL WEATHER METER TICKETS imprinted witt : address and 
telephone. 1000 sets (3 part) only $ Allow sy heating 
season. Advise make and model of truck meter. Degree | Ye FO 
Woodside 77, New York 

PRINTED FORMS available for immediate pment. H x ¢ 
materials form, burner service record card ervice of j 
information form, survey sheet and othe Send f 2 bligat 
Write Depr. FO. Degree Day Systems, Woodside 77, N 

DECALS—Service, nameplate or truck lettering and trademark decals made 
your order Easy to apply uniform JiStinctive, ¢€ 1 ai f na f are 
needs. Write for catalog. Mathews Co., 8 S. Ha I 

TURN YOUR SURPLUS INVENTORY of stoke g 

into cash. Mail list and price to Box 88 

REPRESENTATIVES WANTED—Hidy-Brown Record pa has severa 
open territories for its Hidy Degree-Day Recorder, the truly accurate wa f 
gathering and accumulating degree-day inf nation. Ideal e f r esentatives 
calling on fuel oil or LP-Gas dealers. Write for deta H Brown R rder 
Company, 6988 Five Mile Road, Cincinnat Oh 


TFWO-COLOR METER TICKETS in two or thre 
ioter-leaved or NCR (no carbon required 
telephone number, fuel oi} cut and 
at $34.50 for 2,500. Write for free 
oil dealers. Cromwell Printery, Inc., Churct 





any 1, New York 


WANTBD—OIL BURNER SERVICE AND 


INST ALLATION MANAGER 


for established oil company in Metropolitan area. Must be top notch 
trouble shooter and capable of handling men. Artract ala wher benefit 

Good oppostunity. Write in confidence. Box 1435 

TRUCK SIGNS—DECAL TRANSFERS—SERVICE—SALES: N arge f 

sketch; designed to your specifications. Plastic lors g greater brilliance 
and durability. Low priced. Easy to apply. Write for samr Allied Deca 

Inc., 8398 Hough Avenue, Cleveland Ohio 

USE DOOR HANGER ENVELOPES for deliveries wher romer sot in 
Holds customer's copy of meter ticket. Die cut to fit standard door knot 
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Printed flame red on weather resistant white stock with your name, addre 
and telephone number. For free sample and complete atalog of tuel 
printing, write: Cromwell Printery, Inc., Church at Bleecker, Albar N. Y 
MAN ACTURER'’S AGENT. Manufacturer of profitable e of heating 
essor with highest national and local acceptance eek persons living 
Richn i, Va and Hartford, Conn., who are presently calling on heat 
jealers throughout the state, to handle our established a t Write, stot 

and xperience t 4 FI Corporation ™ Dix Gr Detr 

’ an 











REPRESENTATIVE WANTED—DISTRICT REPRESENT ATIVI OR MAN 
FACTURIE R S AGENT wanted for representation in W and Minnesot 
E \ protected territory. To sell to dealers and whe lesaler ur complet 
e of ating and air conditioning equipment for residentia mmer 
and industrial use. Write: £ awit ’ j Fackler, Sales Manager, Anchor Div 
Stratton & Tersteggze Company, In Box 311, New Albany. Indiana 
POSITION WANTED—Specialist in organizing and devcloping all pha 
and training person for sale and service fuel burners, heat 
entilating, domest and justrial equipment, also diese want nne 
with leading organization. Formerly Middlewest Manager Major Oil Compa 
A 4 | Imn ea ately Box 
RETRACTABLE BALL POINT PENS 0 for $1.00 postpaid $9 
< $4 — $80.00. Your " grave 
a harge of $4 per 00 pene. Give your romer a pract 
ess gift to remember you by. Refills ( Blue. Green, Red or Black 
$ $ IDEAL SPEC IALTIES Sw Brightw 
Brooklyn 35, N. ¥ 
PARTNER Elder advertiser, we!l and favorably know the Oil Heat 
Industry, a for the past years operating as a Manufacturers Agent. wit 
ever f al potentiality and “top ight’ contact S getting grog 
egs and needs an active munger partner. The right ma an mak 
eal no € and inherit a good business that has 40 years essf experier 
t Must be able pport himself either by sale or w 
be prepared to invest about $7500 over next three years. Write Box 


ENGINEER—FPor devel 


LABORATORY pment and check of heating 
manufacturing plant, Central Ohi State experience. P. O. Box ( 
() 

REPRESENTATIVE Une of the largest steel boiler and warn r manufa 

re re ng sales ter . Many territories open. A IQuITrIES nhident a 
S »bbe wholesalers, distributors. Write for mmplete deta to P. O 
30x Mine 

4 

W ANTED—Salesmen now ca g on Tank manufact " ers t 

at mms n paint as an addit onal line Our Alcs forme 

» Box ~ 





SALESMEN WANTED 


Reliable Cleveland Concern wants agents with 
established distributor and dealer contacts to sell 
recognized product— 


Ashless No. 2 and Residual 
FUEL OIL CONDITIONER 


Improves fuel burning and prevents burner 
shut-down. Liberal commission basis. Sub- 
mit details, present lines handled. Write Box 
1439, Fueloil & Oil Heat. 
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Help your 
customers 


STOP 


BURNING 
MONEY! 





the amazing 


FUEL OIL CONDITIONER 


You'll profit in two impor- 
tant ways. Easy, extra profits 
for you and more satis- 
faction and savings for your 
customers! 

Proved on thousands of in 
stallations of all types: 
ndustrial, commercial, resi- 
dential and marine fuel oil 
burners. Write for informa- 
tion, today! Valuable terri- 
tories still available. 


EVIS MANUFACTURING CO. 


5955 No. Rockwell St., 


Chicago 45, fil. 


@ Eliminates oily smoke 
and soot 

@ Keeps nozzie tips and 
strainers cleaner 

@ Saves up to 20% on 
fuel oil 

@ Easily installed . 
takes no floor space 

@No chemicals — no 
electricity — no re- 
charging 




















KEK-CLEANED sour RS 
LAST LONGER 
GIVE EVEN HEAT 

WITH LESS FUEL 
STEAM ae AVOID 


FASTER 


Alm LOCK 








eloil 
oilheag 












ESTABLISHED 
1887 


Available in 5 sizes for proper venting and balancing of each 
radiator, and two sizes for venting mains. There is o Gorton Valve 
that’s just right for every radiator. 


Ask your wholesaler. 


GORTON HEATING CORP., CRANFORD, WN !. 





/ give Expert Service 
and | use... 


VY, SY 

Nas) 

—7 
7 > The 


to 
correct 
PULSATION 
and 
POOR CO. 











Adaptable to any pressure atomizing burner. 
Available for 4", 5" and 6" blower tubes. Adijust- 
able air shutters permit obtaining high efficiency 
sunflower flame or efficient non-pulsating flame. 


Comes complete—easily installed. 


A PROFIT MAKER 
"My Customers appreciate the DIFFERENCE!” 


For details, write to: 
Oll Heating Supplies Div 


BOSTON MACHINE 
7 17 Willow STREET 
WORKS COMPANY . ivrnn. MASSACHUSET! 


eveco aDJUST-ODpAFT 


DRAFT CONTROL 








Fully edjusteble for precise accurate setting 
ond instent response to draft vorictions: 
ADJUST-O-DRAFT is quolity constructed. A 
cost aluminum ring with built in stops, con- 
cecled solid bros beorings, ond other 
features, insure lasting dependability and 
maximum efficiency when you INSTALL 
ADJUST-O-DRAFT. 





Aveoilable in sizes from 
5 thre 12 inches. 





MANUFACTURING CO. 
45-16—162nd St.. Flushing. &.1.. N.Y. 
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O THE JOB RIGHT. 
When You Sell One 


General Filters trap moisture and harm- 
ful impurities 
ports... 


protect carburetor 
. save heating dollars. 


Recommend 
the Other 


Floatless, trouble-free General “800 
Humidifier protects furnishings 

adds healthful moisture to any home 
economically, automatically. 


GENERAL FILTERS, INC 
43800 GRAND RIVER AVE. ° NOVI, MICHIGAN 
Conadion General Filters, itd., 39 Crockford Blvd., Scarborough, Ont 











—A 


American Tube Products Company 
Applied Mechanics Company 
Aclantic Refining Company 
Automatic Humidifier Company 


B 


Babcock & Wilcox Company* 

Bacharach Industrial 
Instrument Company 

Bell & Gossette Company 


Bethlehem Foundry & 
Machine Company 


Bock Corporation 
Boston Machine Works Compar 


Ralph N 
Inside Front « 


Brodie Company, 


Budget Meter Company 
Burroughs Corporation 


wie. 


Chevrolet Motor Division 
Coastal Oil Company 
Commercial Filters Corporatio: 
Crescent Parts & 

Equipment Company, Inc 


D 


Davis Engineering Corporation 
Degree Day Systems 
Delavan Manufacturing Compa 


Delbridge Calculating Systems 
a owe 


Dewey Gas Furnace Conipan 
Dielectric Products 

Dodge Division, Chrysler 
Dwyer Mfg. Co.. F. W 


Electric Autopulse Division 





EWEREVT 


r> HOT 
WATER 
“ized FULLY 


K.# GUARANTEED 
St 
y for literature 


and details of dealer 
franchise. 
DOMESTIC HOT WATER METROPAC 


INDUSTRIES, INC. 
rare 49, = 
re PULRINVAGTS ines 


FORCED I AIR 
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We also 
manufacture 
COMBUSTION 
CHAMBERS 
in all sizes 
and shapes 


IRON-HIDE 


BAFFLES SAVE FUEL 


Easy to install, too, with the aid 
of our IRON-HIDE adjustable 
baffle support. 


See your jobber. 


IRON-HIDE REFRACTORIES, inc. 


Dock Street, Matawan, New Jersey 


Signa 
Oil ¢ 
lair Refini 
Skurtle Manuf 
Socony Mob 
Stahl Metal Pr 
Sun Oil ¢ 
Sun-Ray Burner 


Sundstrand 


Tankir ¢ 


exas Compa 


I 
Thatcher Furnace 
Thermolok Mfg 
Thrush & ( 
I 
I 


me Saving | 
lund Mar 


TOP 


TANK LEAKS 


with 


DPAD HWE PATCH 
ye 


© Powerful Magnet! 


: WITHSTANDS TANK 
SEALS LEAKS FAST - EASY - INSTANTLY WIDISTANDS TA} 


VIBRATIONS 


FUEL 


Powerful magnetic action patch perma 
nently ond securely holds cil resistant 
diephrogm seal securely to tank — stops 


tects intently REQUIRES NO TOOLS TO INSTALL 
tHe TANKIT co. inc. 


November 
1958 


REUSABLE 


560 Belmont Ave. 


Nework 8, New Jersey 








has been maintained for over 30 years by. 
iorking dowly wi te Industry to meet its progressing ndede. 


2. Constant product t th h the devel tof and 
Re 
The result: Nozzles unsurpassed in performance, accuracy, uniformity and dependability. 


Next time, try Nozzles and see why Service Men and more than 400 Oil Burner and 
Furnace \ world-wide, mg e ... Monarch continues “First Choice of the Industry”! 


} 


ieee | 


Lit 


° 


eels] 


. 
” 


Lh 


DEALERS: Buy from your Monarch Jobber. Write for Catalog “0” 


COMBUSTION HEADS: 


G-81-C Head is as easy to install 
as an ordinary Air Cone and Stabi- 
lizer. Produces high CO, with no 
“adjustments” to get out of order. 
For 37%” or 4” |. D. Air Tubes. 


MANUFACTURING WORKS, Inc. CONVENTIONAL: 
2503 E. ONTARIO ST., PHILADELPHIA 34, PA. canine Sioae Shay ane Guar See 


Stabilizers for ordinary Air Tube re- 
as aa By placement from 342” to 8” |. D. Also 
Se Collec s . j special ‘’Anti-Pulsation” equipment. 


Seclusive ent alt-of Cures Also available: Flame Mirrors,"24" and 
48 Nozzle Boxes, Nozzle Wrenches, etc. 





Only the Rich 
can afford 


poor heating! 








MCDONNELL & MILLER, Inc., 3500 N. Spaulding Ave., Chicago 18, Ill. 


Poe 


